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ASHVE Drafts Plans 
For Convention 


(Concluded from Page 1, Column 1) 
licity, C. H. B. Hotchkiss; entertain- 
ment, G. E. Olsen; inspection trips, 
A. J. Offner. 

A tentative program for the meet- 
ing has been drawn up, including 
presentation of the following tech- 
nical papers: 

“Application of District Heating to 
Steam Jet Refrigeration,” A. R. Mum- 
ford and A. A. Markson; “Air Distri- 
bution from Side Wall Outlet,” D. W. 
Nelson and D. J. Stewart; “Relation 
of Body Changes to Air Changes,” 
Dr. R. W. Keeton; “Studies on Bac- 
terial Control in Air Conditioning,” 
T. S. Carswell, J. D. Fleming, and 
H. K. Nason; “Drop in Skin Temper- 
ature and Sense of Coolness with 
Various Air Conditions,’ F. C. 
Houghten. 

“Control of Air Conditioning in 
Large, Medium, and Small Build- 
ings,” W. E. Zieber and S. F. Nichol; 
“Cooling Tower Equipment and its 
Relation to Water Conservation,” S. 
I. Rottmayer; ‘Physiological Reac- 
tions and Sensations of Pleasantness 
Under Varying Atmospheric Condi- 
tions,” C. E. A. Winslow, L. P. 
Herrington, and A. P. Gagge; 
“Comparative Analysis of Office 
Building Air-Conditioning Systems,” 
J. R. Hertzler. 

“Heating Effects of Artificial Light- 
ing on Air Conditioning,” Walter 
Sturrock; “Heating and Ventilating 
the Lincoln Vehicular Tunnel,” C. W. 
Murdock; “Study of Methods of Con- 
trol and Types of Registers as A ffect- 
ing Temperature Variations in the 
Research Residence,” A. P. Kratz and 
S. Konzo; “Heat Transfer through 
Single and Double Glazed Steel 
Sash,” M. L. Carr, R. A. Miller, A. C. 
Byers, and Leighton Orr; “(Condensa- 
tion of Moisture in Insulated Walls,” 
F. B. Rowley, A. B. Algren, and C. 
E. Lund. 


Stuart Will Manage G-E 


Home Bureau 


(Concluded from Page 1, Column 3) 
secretary of the appliance sales com- 
mittee and assistant to the vice presi- 
dent in charge of appliance activities. 

Since assuming the assistant man- 
agership of the bureau he also acted 
as general manager of the “Electrical 
Standard of Living” program, an 
undertaking sponsored cooperatively 
by G-E and various electric utilities. 


Philadelphia Dealer Sales 
Higher than in 1936 


(Concluded from Page 1, Column 4) 
year totaled 4,706 units, an increase 
of 7% as compared with sales of 
4,406 units during the same period of 
last year. Utility sales are approxi- 
mately 7.5% of the total sales. 

Best sales months this year were 
in March, April, May, and June, 
when sales totaled 37,349 units, well 
over half of the total sold during the 
first nine months. 

Highest monthly sales mark this 
year was set in May, when sales 
totaled 9,743 units. This was 2% 
under last May, however, when sales 
reached 9,911 units. 


Stewart- Warner Buys 
Marmon Plant for 
Refrigerators 


(Concluded from Page 1, Column 2) 
from Chicago have not been worked 
out, J. E. Otis, Jr., Stewart-Warner 
president, said that most employes 
affected by the move will be offered 
employment in Indianapolis, or will, 
as far as practicable, be given work 
in the Chicago plants of the company. 

Plant to be acquired by Stewart- 
Warner is located between York St. 
and the right-of-way of Indianapolis 
Union Railway Co. 


FOUR 1-STORY BUILDINGS 


There are four one-story buildings 
of concrete, steel, and brick con- 
struction on the site. Largest build- 
ing is 800 ft. long and 536 ft. wide. 
One of the largest industrial struc- 
tures in Indianapolis, this building 
contains, under one roof, 428,000 
sq. ft. of floor space. 

Second largest building in the 
group is 842 ft. long and 100 ft. wide, 
with a floor area of 84,200 sq. ft. 

Connecting with the larger struc- 
ture is a smaller building containing 
8,580 sq. ft. of floor space. Besides 
these three manufacturing buildings, 
there is a power plant 132x61 ft., 
containing seven boilers of a com- 
bined capacity of 1,500 hp. and 
served by a 500-ton coal hupper. All 
buildings have sprinkler fire protec- 
tion. 

Switches connecting with the 
Indianapolis Union Railway tracks 
have a loading space for 33 cars. 
Some of the buildings were erected 
in 1918, and were modernized in 
1929, when the plant was completed. 
Two frame structures on the site are 
to be removed. 


TO TRANSFER OPERATIONS 


In announcing the negotiations for 
acquisition of the Marmon property, 
Mr. Otis said: 

“It is our intention to transfer all 
refrigerator manufacturing opera- 
tions from Chicago to our new plant 
in Indianapolis. Our Chicago plants 
have been running at a _ practical 
maximum capacity, and, to meet an 
increasing demand for our products 
and to carry out plans for new lines, 
we found that more space must be 
had. 

“The Indianapolis plant is suited 
ideally to our manufacturing opera- 
tions, is located favorably in relation 
to supplies of raw materials, and to 
our markets. 

“Buying the new plant is only one 
step in adjusting property holdings 
to the trend of the business. While 
we recently sold an unneeded office 
building in Detroit, we acquired the 
Indianapolis plant so that Stewart- 
Warner can continue its growth.” 

Acquisition of the Indianapolis 
plant brings to five the number of 
manufacturing plants of Stewart- 
Warner and subsidiary companies. 


The plants occupy a total of 50 acres . 


of land, and have an aggregate floor 
space of 2,200,000 sq. ft. More than 
7,000 persons are employed. 

In addition to electric refrigerators 
and radios, Stewart-Warner at pres- 
ent manufactures Alemite lubricating 
devices and lubricants; automobile 
heaters, speedometers, gauges, and 
other instruments; and _ furniture 
hardware and casters. 


Neal Directs Institutional 
Promotion for G-E 
SCHENECTADY—F. N. Neal of 


| the market research section of Gen- 
| eral Electric Co.’s publicity depart- 


ment has succeeded Gregory H. 
Starbuck as division manager in 
charge of institutional sales promo- 


‘tion for the company. 


Philadelphia Distributors Sell 62,525 Refrigerators in First 9 Months 
At Average Retail Price of $174 


1937% 1937% 
1937 1936 1935 Increase or 1937 1936 Increase or 1937 1936 
Units Units Units Decrease Retail Retail Decrease Average Average 
Month Sold Sold Sold Over 1936 Value Value Over 1936 Price Price 
TEETER LET 3,135 2,532 718 +24% $ 524,071 $ 456,989 +15% $167 $181 
Cy Zeer 6,119 3,657 2,634 +67% 1,076,607 681,667 +57% 175 186 
ME s2¢toaceiaaens 9,051 7,668 6,357 +18% 1,570,635 1,349,089 +16% 173 176 
0 ARRAS ene ier 9,452 9,870 6,652 ° — 4% 1,638,226 1,718,797 — 4% 173 174 
ET phe es sosasscaeye 9,743 9,911 7,885 — 2% 1,695,279 1,719,936 —1% 174 173 
ME. Sescerneyeaanes 9,103 6,641 5,936 +37% 1,608,916 1,108,942 +45% 177 167 
ME FG a bbe ews 7,485 6,409 6,290 +16% 1,312,554 1,113,894 +17% 176 174 
ere sre 4,725 3,951 4,035 +19% 838,164 653,911 +28% 177 166 
Bentember  ...cscece 3,762 3,591 2,730 + 5% 640,713 633,389 + 1% 170 176 
Totals .............. 62,525 54,230 43,237 +15% $10,905,165 $9,436,614 415% $174 $174 
Sales by Philadelphia Electric Co. 
1937% 1937% “a 
1937 1936 1935 Increase or 1937 1936 Increase or 1937 1936 
Units Units. Units Decrease Retail Retail Decrease Average Average 
Month Sold Sold Sold Over 1936 Value Value Over 1936 Price Price 
WOE iasacared us 96 81 53 +19% $ 18,290 $ 16,718 + 9% $190 $206 
Vy.) | —_—e 191 160 104 +-19% 36,658 29,623 +23% 192 185 
ES, Fee wsitc nats Saccice 457 372 302 +23% 87,763 70,191 +25% 192 188 
OS re rr 809 810 566 —.002% 157,812 152,348 + 3% 195 188 
Gece ee et 892 867 719 -+- 2% 177,393 163,008 + 8% 198 188 
i rrr 850 768 715 +11% 172,633 143,474 420% 203 186 
ee eee 623 625 658 —.004% 128,175 117,088 + 9% 206 187 
er 500 426 513 +17% 102,259 81,241 +25% 204 190 
|) re 288 297 263 — 3% 57,885 56,933 -+- 1% 200 191 
ME foe iauyccheen 4,706 4,406 3,893 + 7% $ 938,868 $ 830,624 +13% $199 $189 
Note: Utility sales approximate 7.5% of total sales. 


Report covers sales in Philadelphia, Bucks, Montgomery, 
Report includes sales of the following makes: 
Hotpoint, Kelvinator, Leonard, Norge, Sparton, 


Delaware, and Chester Counties. 
Apex, Coldspot, Crosley, Frigidaire, Copeland, General Electric, Grunoy, 


Stewart-Warner, Universal, and Westinghouse. 


— 


T. W. BINDER COMPANY 
Refrigeration and Air Conditioning 
29 SO. ORANGE AVENUE 
NEWARK, N. J. 


AUTOMATIC PRODUCTS Co: 
MILWAUKEE, WISC. 


Gentlemen: 


Te fe with pleosows tliat we take this 
opportunity to commend you on the performance of 
your products, especially your Solenoid Valves. 


We were distributing a competitive make 
that was giving us quite a little trouble, but at 
that time we had not tried — product. After 
getting a demand for your 1 
we began to stock your line. 


Yours truly, 
T. W. Binder Co. 


Go to Your Jobber 
for Your {fp)Controls . . 


Mr. Binder’s commendation on the performance 
of A-P Valves is typical of the opinions of Re- 
frigeration and Air Conditioning Experts through- 
out the country. 


A-P Solenoids and Thermostatic Expansion 
Valves have gained their popularity SOLELY 
upon performance—upon absolute accuracy and 
consistently trouble-free service ON EVERY IN- 
STALLATION. 


Under tremendous air pressures ranging from 
75 Ibs. to 400 Ibs.; under powerful microscopes, 
in rigid performance tests of all kinds, A-P Valves 
have told their story of accuracy and dependabil- 
ity long before they reach the jobber’s shelf. 
Every A-P Valve has a definite black-on-white per- 
formance record before it leaves the factory ready 
to go to work for your customer. 


Is it any wonder, then, that Refrigeration and 
Air Conditioning Engineers and Service Men use 
A-P Valves and Controls with the utmost confi- 
dence—and praise them so enthusiastically? 


PROGRESSIVE JOBBERS EVERYWHERE STOCK 
A-P CONTROLS 


MODEL 78 
SOLENOID VALVE 


“Our Trade Demanded 
a @ CONTROLS” 


Attractive modern front 
of T. W. Binder Refriger- 
ation Supply Store. New- 
ark, 

Engineering and _ Store 
P rsonnel of T. W. Bind- 
er Company. 

Interior of T. W. Binder 
Company’s modern well- 
stocked supply store. 


MODEL 220-K 
EXPANSION VALVE 
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Hotpoint Makes 
Refinements in 


15 New | Models 


Faster Condensing Unit 
Cooling & New Ice Tray 
Are Line Improvements 


EDGEWATER PARK, Miss.—Two 
new features—‘“circulaire” cooling of 
the condensing unit and a “Pop-Ice” 
ice cube tray—distinguish the 1938 
line of Hotpoint household electric 
refrigerators, introduced before 250 
sales and distributors’ executives 
who attended the recent Hotpoint 
Partners’ meeting at the Edgewater 
Gulf hotel here. 

The “circulaire”’ cooling feature 
consists of a fan which speeds the 
removal of heat from the “Thrift- 
master” sealed refrigerating unit. 
Operated by an independent motor, 
the fan blows on the condensing coils. 

The “Pop-Ice” metal tray releases 
ice cubes two at a time, if desired, 
leaving the remaining cubes intact 
until needed. 

The refrigerator line includes 15 
new models, from 3 cu. ft. up to and 
including 16 cu. ft. sizes. Prices are 
slightly higher on the 1938 models. 


Following are the Zone 1 prices 
for Hotpoint 1938 refrigerators: 


Model Size (Approx.) Price 
Standard Colonial 5 ft. $158.75 
Standard Norman 6 ft. 178.00 
Standard Doric 7 Ft 197.00 
Deluxe Bungalow 4 ft. 137.50 
Deluxe Colonial 5 ft. 177.00 
Deluxe Norman 6 ft.’ 207 .50 
Deluxe Doric 7-2. 232.00 
Deluxe Tudor CH Oe eee ten 
Imperial Bungalow ‘ww 806° “aaeerks 
Imperial Norman 6 ft. 231.50 
Imperial Tudor 8 ft. 279.00 
Imperial Empire 12 ft 425.00 
Imperial American 16 ft 525.00 
Kitchenette 3 ft. 116.00 


All of the above prices are plus the 
$ “protection” plan contract. 


Also introduced at the convention 
was a new Hotpoint electric sink, 
with an electric waste unit, an inno- 


(Continued on Page 4, Column 1) 


+,076 Refrigerators Sold 
In Boston in 9 Months 


BOSTON—More than 1,800 electric 
refrigerators, ranges, and water 
heaters were added to the lines of 
Boston Edison Co. during the quarter 
just ended. 

Refrigerator sales for the first 
nine months of the year totaled 
4076 units, a 25% increase over 
sales for the same period last year. 
Range sales during the nine-month 
Period totaled 1,500 units, a 47% 
increase over the corresponding 
Period in 1936. Water heater sales 
Were up 36% from last year’s nine- 
month mark, 


F-M to Promote 
Additional Space 
Of Conservador 


INDIANAPOLIS — The phrase 
“26% More Quickly Usable Space,” 
based on the added food storage 
capacity which the Conservador is 
said to provide, will be the central 
theme back of Fairbanks-Morse’s 
electric refrigerator advertising and 
promotion for 1938, 350 distributors 
and field men were told last week at 
the company’s preview convention in 
the Columbia club here. 

Nine models, four of them incor- 
porating the Conservador, were 
shown at the convention (see AIR 
CONDITIONING AND REFRIGERATION 
NEWS, Nov. 10)—four in the “E” or 
“Super Deluxe” series, three in the 
“EL” or ‘Deluxe’ series, and two 
in the “EX” or special series. Models 
range in size from 4 to 7 cu. ft. net 
storage capacity. 

W. Paul Jones, general manager 
of Fairbanks, Morse & Co.’s home 
appliance division, was in charge of 
the distributors’ meeting. 

Suggested retail prices of the new 
models were announced as follows: 


SUPER DELUXE SERIES 


MEO Sica leciebega ses 6 8%euer $159.90 
| re wearers we were 209.90 
on SD ee ee  E- 229.90 
MP Mere Risa awa oes 269.90 
DELUXE SERIES 
erase sare airy eee $189.90 
po BORE e ee eo ok eee 209.90 
UNE. 6-508 V6 cies ee 239.90 
SPECIAL SERIES 
Bes: street hiavceee kee $139.90 
TEX HG > a wighildives s seniors ox) 189.90 


All prices include cost of the five- 
year warranty. 

Opening the convention, Mr. Jones 
pointed to the months of engineering 
and research which preceded the 
introduction of the new models, and 
said that the 1937 “D” line of refrig- 
erators had performed so _ success- 
fully in the field that the company 
had been somewhat stumped in 
knowing just how to go about im- 
proving the units for its 1938 line. 

In this connection, he called atten- 
tion to results of a questionnaire 
recently mailed to more than 1,000 
purchasers of 1937 Fairbanks-Morse 
models, asking for their frank opinion 


(Concluded on Page 20, Column 1) 


200 Distributors Preview 
Kelvinator Plans for ‘38 


DETROIT—More than 200 Kelvin- 
ator distributors met here Nov. 16 
to 18 for a private preview of Kelvin- 
ator’s 1938 line of electrical house- 
hold appliances, according to Ralph 
C. Cameron, sales manager of house- 
hold appliances for Kelvinator divi- 
sion, Nash-Kelvinator Corp. 

Shortly after Dec. 1, previews for 
dealers are scheduled to be held in 
distributor territories. 


Flexible Cabinet 


Arrangement Is 
Norge Feature 


Odor-Proof Evaporator 


Introduced; Develop 
Gasoline Model 


DETROIT—More flexible interior 
arrangement with a completely 
sealed odor-proof evaporator, plus 
what is claimed to be a “super- 
powered” Rollator mechanism, dis- 
tinguish the 1938 line of Norge 
household electric refrigerators, in- 
troduced to distributors at the com- 
pany’s annual convention here on 
the first three days of last week. 

Sixteen models are in the Norge 
1938 line: eight standard, five deluxe, 
two Low Temp, and one gasoline- 
electric model. All are powered with 
the Rollator compressor unit. 

Norge’s 10-year warranty, longest 
guarantee period in the industry, 
again applies to the compressor only. 

The completely sealed, odor-proof 
evaporator (which dealers can dem- 
onstrate to prospects by means of 
the sensitized paper test described 
in last week’s NEWS) is a new fea- 
ture of the Norge line. Freezer 
shelves have been improved, and are 
said to produce ice 25% faster. 

Trays are metal, equipped with 
rubber grids to permit easy removal 
of either one ice cube or the entire 
(Continued on Page 8, Column 1) 


Hulett Manages G-E 


Commercial Dept. 


CLEVELAND—Promotion of Har- 
old T. Hulett, formerly assistant 
manager, to the post of manager of 
the commercial refrigeration section 
of General Electric Co.’s_ specialty 
appliance sales division, was an- 
nounced last week by appliance and 
merchandise department officials. 

Mr. Hulett succeeds W. E. Land- 
messer, who resigned recently and is 
now commercial sales manager for 
Norge division of Borg-Warner Corp. 

Mr. Hulett has been associated 
with General Electric for 10 years, 
and has been assistant manager of 


(Concluded on Page 5, Column 1) 


Georgia Power Sells 8,125 
Units in 9 Months 


ATLANTA — Sales of household 
electric refrigerators by Georgia 
Power Co. during the first nine 
months of the year totaled 8,125 
units, a 36% increase over the 5,990 
units sold in the same period in 1936. 

Range sales of the utility for the 
nine-month period were 5,058, against 
4,468 for 1936. Sales of other leading 
appliances were water heaters, 2,974; 
washers, 1,379; ironers, 288. 


Jobbers Redefine 
Qualifications 


Of Members 


CHICAGO—Carefully defining the 
nature of a refrigeration parts job- 
bing business and the duties of a 
National Refrigeration Supply Job- 
bers Association member to the 
trade, the by-laws of the association 
as amended during the recent annual 
convention have just been released to 
members by the association’s main 
office. 

Previously the by-laws had not 
been very definitive of the supply 
jobber’s position in the industry, 
other than stating that he was to 
handle a certain number of items and 
that he was to confine his business 
to the wholesaling of such items. 

From the long and earnest discus- 
sions at the recent meeting, however, 
there evolved definite statements 
about the qualifications for member- 
ship in the National Refrigeration 
Supply Jobbers Association. 

Under the association’s by-laws as 
they now read the jobber is defined 
as a person or firm actively engaged 
in the sale of refrigeration and air- 
conditioning .equipment, parts and 
supplies at wholesale, who does no 
retail service work for consumers but 
may do shop work for the trade on 
a wholesale basis. 

It is further stated that the jobber, 
if he is to be a member of the asso- 
ciation, shall not have any financial 


(Continued on Page 14, Column 2) 


Greusel Asks Fewer 
Types of Dealers 


MILWAUKEE—A reduction in the 
number of classifications of appliance 
dealers, and a thorough educational 
program for those dealers not elimi- 
nated, was urged recently by Frank 
W. Greusel, president of Wisconsin 
Radio, Refrigeration, and Appliance 
Association, at the annual conven- 
tion-exhibit of the commercial and 
technical divisions of the electric 
section of Wisconsin Utilities Asso- 
ciation. 

“These two things are necessary,” 
Mr. Greusel declared, “if the appli- 
ance industry is to hold its own 
against other trained industries in 
the free-for-all race for the con- 
sumer’s dollar. 

“A survey made from the ledgers 
of one of the distributors in our 
association shows that household 
electrical appliances are sold to about 
30 different classes of dealers, only 
one of which concentrates exclusively 
on the retailing of this type of 
merchandise. And these exclusive ap- 
pliance dealers generally are found 
only in cities of at least 25,000 
population. 

“The overhead expense, or cost of 
doing business, varies from 13.9 to 
56.6% among these types of dealers, 
and their efficiency as appliance out- 


(Concluded on Page 2, Column 4) 


Low Operating 
Cost Claimed by 
G-E for *: 38 Line 


‘Convenience Features Are 


Added; Efficiency of 


Insulation Increased 


CLEVELAND—Mechanical refine- 
ments and increased insulation effi- 
ciency, which are said to have 
resulted in decreasing the operating 
costs of some models by more than 
20%, are claimed for the 1938 line 
of General Electric “Triple Thrift” 
refrigerators, shown to distributors 
in a series of preview meetings here 
recently. 

Ten models are in the 1938 General 
Electric line, and range in size from 
4 to 16.1 cu. ft. net food storage 
capacity. Five of the models are 
available with porcelain’ exteriors, 
and five with exteriors of Glyptal 
baked enamel. 

Exterior appearance of 1938 G-E 
models remains much the same as 
that of the 1937 line, but several 
convenience features and _ greater 
flexibility of interior cabinet arrange- 
ment have been added. 

Probably the most notable of the 


(Concluded on Page 6, Column 3) 


Bundy Tubing Factory 
Shut by Sit-Down 


DETROIT, Nov. 23—The sit-down 
strike at the plant of Bundy Tubing 
Co., manufacturer of metal tubing 
for refrigeration and air-conditioning 
applications, had reached an impasse 
today, according to T. M. Rude, vice 
president and general manager. The 
strike was called Monday morning by 
the United Automobile Workers of 
America. 

Mr. Rude stated that the plant was 
occupied by about 125 employes, and 
that all but a few office workers had 
been sent home by the management. 
“No negotiations are in progress,” 
he declared, ‘and we have no inten- 
tion of opening any. The next move 
is up to the union.” 

An organizer from the _ union’s 


(Concluded on Page 2, Column 1) 


Air-Conditioning Sales in 
Tulsa Better Previous Total 


TULSA, Okla.—TInstallations of 
air-conditioning equipment this year 
to Nov. 15 in the territory of Public 
Service Co. of Oklahoma totaled 108 
systems, seven more than the num- 
ber of installations made in all the 
years prior to 1937, according to 
statistics compiled by the _ utility 
company. 

Total number of air-conditioning 
systems now installed in the Tulsa 


(Concluded on Page 2, Column 1) 


Stewart-Warner Factory Executives Assemble to Introduce 1938 Merchandise to Distributors 


= Stewart-Warner district man- 
Teeetved the “tin cups” which they 
Hiter” from Vice President F. A. 
reeeiy Mr. Hiter explained that they 

€d these trophies because they 


had “run up the biggest expense 
accounts in the history of the com- 
pany.” From left to right they are: 
M. O. Beckham, W. A. Biel, J. J. 
Doherty, Spence Reese, B. M. Palm- 


green, L. S. McLeod, E. R. Rutledge, 
S. H. Rogovin, T. J. Tobin. 

(2) Starting at the center and read- 
ing from left to right around the table 
are G. L. Meyer, director of purchases; 


Dan Alexander, assistant to the works 
manager; J. S. Knowlson, chairman of 
the board; J. E. Otis, Jr., president; 
T. T. Sullivan, Jr., treasurer; F. A. 
Ross, vice president and works man- 


ager. 

(3) J. Isaacman, distributor from 
Monroe, La., is greeted by J. F. Ditzell, 
radio and refrigerator sales manager; 
and F. B. Cross, advertising manager. 
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Tulsa Conditioning 
Sales Exceed Total 
Of Previous Years 


(Concluded from Page 1, Column 5) 

territory is 209, of which 32 were 
made in 1936 and 69 in the years 
previous to that. 

More than half of this year’s 
Tulsa installations were made‘ in 
residences; 58 systems of this type 
were reported to Nov. 15, to bring 
the city’s total to the present up to 
111, with a load of 314 hp. 

Largest size installations this year 
were made in office buildings, the 
10 such jobs reported totaling 5,080 
hp. Only other office building system 
in the city was put in service during 
1936. 

Fourteen other installations were 
made in private offices, to bring the 
current total in that field to 34 jobs, 
totaling 451 hp. Other’ business 
classifications showing notable rises 
during 1937 were restaurants, where 
six installations totaling 148 hp. were 
made, and department and retail 
stores, where eight installations were 
made for an aggregate of 438 hp. 

Five new classifications were 
broken into in this record-breaking 
year. Two systems were installed in 
pool and billiard parlors, three in 
laboratories, four in hotels (totaling 
352 hp.), two in barber and beauty 
shops, and one in an industrial plant. 


Bundy Tubing Strike 


Reaches Impasse 


(Concluded from Page 1, Column 5) 
East Side headquarters announced 
that the whole matter had been 
submitted to the National Labor 
Relations Board. 

Wendell W. Anderson, president of 
the company, yesterday gave his 
version of the strike as follows: 

“The company has been negotiat- 
ing with representatives of the inter- 
national union and local union since 
Oct. 21 in an attempt to agree on a 
contract. All clauses have been 
settled with the exception that the 
company has refused to grant to the 
union a clause giving it sole bar- 
gaining rights for all employes of 
the company, union or non-union, 
and while agreeing that piecework 
will be discontinued as soon as possi- 
ble has failed to agree that it can 
be discontinued at as early a date 
as the union desires. 

“This morning after work had 
commenced union representatives 
without warning padlocked the gates 
of the plant, locking in all day shift 
employes. Many of these have since 
left the plant, which is now shut 
down.” 


Appliance Dealers Fight 
Business Licensing Law 


WASHINGTON, D. C.—Opposition 
from distributors and retail dealers 
of household appliances has_ been 
aroused here by the new business 
licensing law, which went into effect 
Oct. 16, requiring a licensing fee 
of $10, plus a tax of two-fifths of 
1% of gross volume, on all firms or 
representatives of concerns transact- 
ing business in Washington whose 
annual gross volume is $2,000 or 
more. 

The law is to remain in effect until 
July 1, 1938, according to the present 
set-up. Those who do not conform 
with the law are assessed 10% of 
the tax, plus 5% for each month 
of delay, and the penalty for failure 
to pay the tax is an extra 1% per 
month. Operating without a license 
ealls for a fine of $1,000 per day 
until a license is obtained. 


Prof. Upson to Head Research 
Dept. For Torrington 


TORRINGTON, Conn.—Walter L. 
Upson, professor of electrical engi- 
neering at Washington university, St. 
Louis, has been appointed head of 
the research department of Torring- 
ton Mfg. Co., it has been announced, 
and will assume his new position 
Jan. 1. 

Prof. Upson, who invented the 
“Airistocrat” fan now made by the 
Torrington company, has been a con- 
sulting engineer for the firm for 
several years, specializing in fans and 
air impellers. 

He formerly was consulting engi- 


neer for General Electric Co., and 


invented the G-E -“Quiet” fans. 


Fewer Classifications of Dealers Asked by 
Head of Wisconsin Association in 
Speech at Utility Exhibit 


108 Air-Conditioning Installations Are Made 
In Territory of Public Service Co. of 
Oklahoma in 10% Months 

bs (Concluded from Page 1, Column 4) 
Prior To Nov. lets consequently varies accordingly. 
To 1936 = During 1936 =: 15, 1937 Total A representative list of some of these 
Classification No. Hp. No. Hp. No. Hp. No. Hp. | dealer classifications, and their aver- 
age percentages of overhead follows: 
“Exclusive appliance dealer, 30.3%; 
Office Buildings .......... 0 0 1 175 10 5,080 11 45,255 department store, 34.2%; retail drug- 
BE fcscacois uetapveeon 3 559 0 0 0 0 3 559 gist, 36.8%; automobile garage, 
EERE AY Siren veren 1 50 0 55 0 0 1 105 | 38.7%; automobile agency, 13.9%; 
‘ene | 3 (4 14-336 34 451 ‘| country general store, 14.9%; retail 
Hospital Ward ........... 1 1% 0 0 0 0 1 1y, | Jeweler, 40.9%; music and piano 
Restaurants ............-: 5 —s-128 3 27 6 148 14-308 ee, et ee SS Se, 
16.4%; sporting goods store, 29.1%; 
Stores—Dept. and Retail... 8 366 2 40 8 438 18 = 844 retail hardware store, 24.3%; elec- 

OI ng 053Kadpeed %> 4 901 0 0 0 0 4 901 trical contractor, 40%. 
Billiard and Pool Rooms.. 0 0 0 0 2 75 2 75 “In addition to these outlets, appli- 
Laboratories ......ssce6e. 0 0 0 0 3 250 3 250 ances also are sold by insurance 
0 Rrra ee 0 0 0 0 4 352 4 352 agencies, paint stores, florists, novelty 
Barber and Beauty Shops 0 0 0 0 2 23 2 23 stores, feed stores, and undertakers. 
WOOD oivicdsvncacsins 0 0 0 0 1 7% 1 ™ | 4 precenie ~iny Regn — 7 be easy 
: 0 appreciate the problem of the ap- 
RROSIGONCES ooo ci iccevecens 30 114 23 72 58 128 111 314 pliance distributor who Po Pee 3 s 
all of these dealers with trade dis- 
BE 501 eiseagdonadindoke 69 2,21014 32 393 9,441 counts on his merchandise ranging 


108 8 §6,83742 209 


from a minimum of 35% to a maxi. 
mum of 40 and 10%.” 

After stressing the need for elimj. 
nating many of these dealer clasgj. 
fications, Mr. Greusel urged the 
utility association to make a study 
of the possibility of providing a sales 
training course for retail appliance 
salesmen. 

“This course,” he explained 
“should be offered either free o; 
at a very nominal expense, ang 
should adequately prepare the retgajj 
man to sell his products intelligently, 
I further suggest that this trai 
course be directed principally towar, 
salesmen at least 45 years of age. 

“While I believe that the Wis. 
consin Utilities Association is the 
only group to provide leadership for 
this movement, I do feel that the 
other trade groups should contribute 
both money and effort to the experi- 
ment.” 


O CRAMMING. No crowding. 

No wasted space because of 
cluttering. That’s why the new Fair- 
banks-Morse refrigerator with its 
patented CONSERVADOR holds more 
food than other refrigerators of the 
same size—that is why 26% more 
quickly usable space can be proved. 
You can instantly show why this 
refrigerator saves time, work, and 
money, too. Any man or woman can 
see why there is no hunting, no 
shifting, no spilling, no stooping. 
Frequently used items are kept 
instantly at hand in its exclusive 
CONSERVADOR—a _shelf-lined inner 
door. No other refrigerator can 
match the 26% more quickly usable 
space it creates—mnone can equal its 
convenience! 


In addition to the F-M patented 
CONSERVADOR~—the feature that 
makes this refrigerator the only oxt- 
standingly different refrigerator on the 


market—this 


one 


has 


P< 


A 


every other storage 


IRBANKS-MGRSE © 
a = 


compartment for extra 


desirable feature. Big, roomy, auto- 
matically lighted main food compart- 
ment. Lower operating cost that you 
can back with nation-wide proof 
of Penny Meter economy. Self-sealing 
Crisper. Sliding Fruit Drawer. Instant 
Ice Cube Expeller. Surplus power 
eliminates all heat wave complaints 
and service. Illuminated radio-type 
Temperature Control Dial. Reserve 


-e RADIOS © WASH 


- 


meh .: ee iach a A lal ae PI 


supplies. These, plus the Fairbanks- 
Morse name and reputation, are all 
reasons why you can close more sales 
with this new line. 


ACT NOW 


Here is the best-looking and easiest- 
selling line of refrigerators available. 
It is backed by different promotion 
and advertising plans that will close 
more sales. There is real profit in 
it for you. Write, phone, or wire now 
for the complete story. Fairbanks, 
Morse & Co., Home Appliance 
Division, 2060 Northwestern Ave. 
Indianapolis, Indiana. 


It’s a Balanced Program 
The Fairbanks-Morse Home Appliance 
franchise can include refrigerators, 
radios, and home laundry equipment. 
You may qualify for one or all in your 
territory. Investigate now. 
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DISTRIBUTOR-DEALER DOINGS 


Simcock Heads Boston 
Sales for Frigidaire 


BOSTON—Recent changes in the 
executive personnel of Frigidaire’s 
New England division include the 
appointment of L. F. Simcock, 
formerly advertising and sales pro- 
motion manager, as Boston sales 
manager Of the division. 


Assisting Mr. Simcock will be E. 
q. Richardson, R. M. Kimball, J. W. 
perry, L. H. Collins, and C. H. Dirks- 
meyer. New advertising and sales 
promotion manager is Sherman M. 
cough. A. R. Thomas has_ been 
named manager of the laundry equip- 
ment division, and H. W. Fenmore 
yads the range and water heater 
division. 

Commercial and household divisions 


have been separated, with F. W. 
Smith in charge of commercial and 
L. S. Kimball as appliance sales 
manager. Joseph F. Brady, formerly 
of the department store division, will 
have charge of retail sales training. 


40 Kansas Airtemp Dealers 
Meet in Wichita 


WICHITA, Kan.—Forty Airtemp 
dealers from various parts of Kansas 
attended a sales meeting held here 
recently by Midwest Airtemp Corp., 
distributor for the air-conditioning 
products of Airtemp, Inc. 

Stressed in the meeting, which was 
conducted by P. W. Thomas, general 
manager, and Harry Haid, sales man- 
ager of the Midwest company, was 
Airtemp’s new winter air-conditioner 
for small homes. 


Utah Distributor Has 
60 Salesmen Traveling 
Wide Open Spaces 


DETROIT—A little trip around the 
territory means a jaunt of 2,500 
miles to W. E. Gnadt, general sales 
manager of The Salt Lake Hard- 
ware Co., Salt Lake City, Utah, who 
attended the Norge _ distributors 
meeting in Detroit last week. 

His 60 salesmen travel from Lead- 
ville, Colo. to Baker, Ore., and their 
territory includes all of Utah and 
Idaho and part of Wyoming and 
Nevada. 


The firm has branch house in 
Boise, Idaho; Pocatello, Idaho and 
Grand Junction, Colo. 

E. A. Evans, manager of major 
appliances of The Salt Lake Hard- 
ware Co. also attended the Norge 
Meeting. 

Being neighbors, as neighbors go 
in the West, they sat at the same 
table with E. O. Hunting and J. H. 
Parks of the Auto Equipment Co., 
Denver, Colo., during the big ban- 
quet Monday night. 


Detroiters who joined the group 
(which sat close to the stage while 
Corinne Muir’s ballet girls were 
doing their stuff) included D. W. 
Burk, president, and G. N. Tobias, 
general manager, of Auto Equipment 
Co., Detroit, also Jack Seekamp, 
refrigeration specialist, and “Butch” 
Moore, washer specialist of the 
Norge organization. 


Ingraham & Droegkamp Form 
G-E Dealership in 
Milwaukee 


MILWAUKEE— George Ingraham 
and Howard Droegkamp, former 
sales manager and assistant sales 
manager, respectively, of E. H. 
Schaefer Corp., have acquired retail 
distribution of General Electric prod- 
ucts in this territory from. the 
Schaefer firm, which continues as 
wholesale distributor. 

Mr. Ingraham and Mr. Droegkamp 
left the Schaefer organization last 
summer to establish their own retail 
appliance store, and will handle their 
new retail distributing duties from 
this store. 


FAIRBANKS 


REFRIGERATOR with Condewwader 


Tennessee Dealers 
Association Elects 
Rowe President 


NASHVILLE, Tenn.—L. M. Rowe 
was elected president of the Tennes- 
see Electrical Dealers Association at 
the organization’s recent annual 
meeting and dinner. Other officers 
elected are: John McGregor, Mem- 
phis, vice president; Henry Witz- 
man, treasurer; Emmett Terrell, 
Chattanooga, vice president, and.R. 
E. Buckingham, secretary. 


Board of directors of the associa- 
tion is composed of John Cherry, 
W. W. Gambill, Will Weaver, Jr., W. 
W. Woodruff, J. L. Perry, and J. O. 
Smith. 


As principal speaker of the meet- 
ing, E. W. Ashmead, merchandise 
manager of Tennessee Electric Power 
Co., Chattanooga, said that the ap- 
pliance selling business is swinging 
away from power companies to deal- 
ers, a condition welcomed by the 
utilities. 

Mr. Ashmead also stated that in 
regard to trade-ins, average allow- 
ance for ‘oil and gas appliances on 
new electrical appliances should not 
exceed 10%, but added that it is 
practically impossible to set a defi- 
nite trade-in figure. 


Airtemp Distributors for 
Tampa and Knoxville 
Are Appointed 


DAYTON—-Arthur B. Hale, Tampa, 
Fla., and O’Connor & Humphrey, 
Knoxville, Tenn., have been ap- 
pointed Airtemp distributors, it has 
been announced here by officials of 
Airtemp, Inc., air-conditioning sub- 
sidiary of Chrysler Corp. Both firms 
will carry a complete line of resi- 
dential and commercial air-condition- 
ing units. 

The General Appliance  Corp., 
Chicago Airtemp distributor, is open- 
ing a branch office in Davenport, 
Iowa. George F. McClelland is presi- 
dent and treasurer of the company, 
and A. E. Bookham is secretary. 


Samsen Has Formal Opening 


OF Ft. Wayne Store 


FT. WAYNE, Ind.—Formal open- 
ing of its new store was held here 
recently by Samsen Radio & Electric 
Shop, Crosley dealer. Known as the 
Samsen Good Housekeeping Shop, 
the new store contains a modern 
kitchen built into the display room, 
to be used in demonstrating Crosley 
appliances. 

This is the third location for J. E. 
Samsen, each successive one an en- 
largement, since he entered the ap- 
pliance selling field in 1927. 


Connelly Adds Washington & 
Oregon Territory 


SEATTLE—F. B. Connelly Co., 
Seattle appliance distributor with 
branches in Spokane, Wash., Port- 
land, Ore., and Billings and Great 
Falls, Mont., has taken on distribu- 
tion of Norge products in the states 
of Washington and Oregon, accord- 
ing to Kenneth A. Connelly, vice 
president. 

Both Kenneth Connelly and F. B. 
Connelly, company president, at- 
tended the Norge distributor con- 
vention held recently in Detroit. 


Gruesel Seeds: *: Meeting 
Of Milwaukee Business Men 


WEST BEND, Wis.—Frank W. 
Greusel, president of Greusel Distri- 
buting Corp. and of Wisconsin Radio, 
Refrigeration, and Appliance Asso- 
ciation, was the keynote speaker 
when 100 Milwaukee business men 
met with local merchants here re- 
cently to discuss Milwaukee’s whole- 
sale, jobbing, and manufacturing 
market. 


Towbis Named Commercial 
Manager of Warren Norge Co. 


NEW YORK CITY — Harry B. 
Towbis has been appointed commer- 
cial sales manager of Warren Norge 
Co., Inc., local distributor of Norge 
products, according to an announce- 
ment by C. B. Warren, company 
president. Mr. Towbis is a veteran 
member of the Warren sales staff. 
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Hotpoint Officials Go South to Announce New Lines 


Officials of the Edison General Electric Appliance Co. as they took off for the Hotpoint convention at Edgewater 
Park, Miss., where distributors saw the new Hotpoint lines. From left to right are J. M. Welch, G. H. Smith, 
Jean McDougal, Clinton Brown, Howard Scaife, Harry Warren, W. A. Grove, Mrs. Mary Lowell Schwin, Grant 


Call, Charles Moreland, A. H. Jaeger, Irma Darnell, Ward Shafer, James Parker, D. C. Marble, M. H. Beekman. 
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Side by side with those whose engineering skill has contributed 


f HE" ~~ \ Z 


to the development of the electric refrigeration industry since the days when it was 
a v4 
L~/ ie Vi 
hardly more than an experiment, Ansul has striven for perfection in the quality of their 
/ ( 
mm aL, 
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refrigerants. First to lower the moisture content of sulphur dioxide to the percentage 
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required for successful refrigeration, Ansul pioneered likewise in the production of a 
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product uniform in quality and free from foreign material and impurities; was first to 
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insure satisfaction through individual analysis of each cylinder before it leaves the plant. 


, | VK \ 


When it was introduced, Ansul Methyl es received a spontaneous acceptance 
( 
rif ( \ wr | 
because of this background of controlled quality. It is this record of research and 
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achievement to which may be attributed the confidence shown throughout the refrigera- 


‘Speed-Up’ of Condensing Unit Cooling & 
Added Features Mark ‘38 Hotpoints 


(Continued from Page 1, Column 1) 
vation of the Hotpoint line of appli- 
ances. 

Another new convenience feature 
in the refrigerator models is new 
gliding shelves which permit flexi- 
bility of interior arrangement. 

Circulaire cooling, as the name 
implies, provides circulation of air 
by means of a fan installed between 
the condenser and the sealed com- 
pressor. The fan is operated by an 
independent 71%4-watt motor and is 
completely automatic. It cannot 
burn out. 

It operates only when the mechan- 
ism is running, and pulls air through 
the condenser and dissipates heat in 
circulation. This device is said to 
contribute to lower operating costs 
by decreasing the running time of 
the refrigerator approximately 10%, 
and also to increase the ice-freezing 
capacity of the refrigerator. 

Fifteen new models, ranging from 
3-cu. ft. capacity up to and including 
16-cu. ft. capacity are included in 
the new Hotpoint line. They are 
divided into three lines—standard, 
deluxe, and imperial. The standard 
line includes models of 3, 5, 6, and 
7-cu . ft. capacity; the deluxe line, 
models of 4, 5, 6, 7, and 8 cu. ft., and 
the imperial line, models of 4, 5, 6, 
8, 12, and 16 cu. ft. 

Cabinets are of one-piece, all-steel 
construction. All interiors are porce- 
lain, and exteriors are of white 
baked Glyptal, with the exception of 
the imperial line, which is finished 
in white porcelain. Additional Ther- 
mocraft insulation is provided in 
many models. 

The new Hotpoint ‘Pop-Ice” tray 
derives its name from a convenient 
lever type arrangement which per- 
mits easy removal of the ice tray 
from the refrigerator, and simple 
removal of ice cubes. 

In the standard line the new tray 
will be found only in the 7-cu. ft. 
model. The 3-cu. ft. size will have 
two 2%-lb. regulation trays; the 
5-cu. ft. size will have three 2-lb. 
trays; and the 6-cu. ft. size will have 
four 2-lb. trays. The T7-cu. ft. size 
will have two 2-lb. regulation trays 
in addition to two 2-lb. Pop-Ice trays. 

In the deluxe line, two regulation 
ice trays will be found in the 4-cu. ft. 
size; one regulation and two 2-lb. 
Pop-Ice trays in the 5-cu. ft. size; 
four Pop-Ice trays in the 6-cu. ft. 
size; and six Pop-Ice trays in each 
of the 7 and 8-cu. ft. sizes. 

The imperial line will feature two 
regulation trays in the 4-cu. ft. size; 
one regulation and two Pop-Ice trays 
in the 5-cu. ft. size; four Pop-Ice 
trays in the 6-cu. ft. size; six Pop-Ice 
trays in the 8-cu. ft. size; and six 
Pop-Ice trays and a 10-lb. dessert 
tray, for bulk freezing, in the 12 and 
16-cu. ft. sizes. 

All of the new Hotpoint refrigera- 
tors have a new “silent guardian’’— 
an automatic protection device which 
instantly shuts off the mechanism in 
case of sudden high voltage surges 


in the line. The device automatically 
restores current when normal conqj. 
tions on the line again prevail. 
Hotpoint will claim that its 193¢ 
refrigerators have five zones of colq 
providing the exact temperature fo, 
special food requirements. These jp. 
clude the speed freezing Zone, fo, 
ice frozen desserts; the meat any 
cold storage zone; the cold beverag, 
zone, on either side of the spec 
freezer; the food protection Zone; anq 
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New to Hotpoint’s products this 
year is the sink and dishwasher, 
The dishwasher features a front 
opening compartment for easy 
access, and the sink has a waste 
unit for the disposal of al 
kitchen waste products. 


the conditioned fruit and vegetable 
zone. 

Flexibility of interior arrangement 
is provided by special shelf arrange- 
ments. On the deluxe 5, 6, 7, and 
8-cu. ft. sizes, the bottom shelf is 
“split” so that either or both halves 
may be removed to accommodate 
bulky foods, such as large fowl 
watermelons, etc. 

In the models with vegetable 
drawer and fruit rack, these special 
compartments also can be removed, 
if desired, for bulk storage of other 
foods. A special tip-up shelf is pro- 
vided on each side of the _ speed 
freezer to permit storage of large 
milk or beverage bottles. All gliding 
shelves are adjustable in height, 
including the top shelf. 

One vegetable drawer is provided 
in the deluxe 5, 6, 7, and 8-cu. ft. 
models, and imperial 5, 6, and 8-cu. 
ft. models. The large imperial 12 and 
16-cu. ft. models have two vegetable 
drawers. Fruit rack, or basket, is 
found in the deluxe 6, 7, and 8-cu. ft. 
sizes and the imperial 6 and 8-cu. ft 
sizes. 

All models except the 3-cu. ft 
standard model have a food safety 
gauge mounted on the front of the 
top shelf of the refrigerator. The 
standard 3-cu. ft. model is the otly 
model, also, which does not come 
equipped with an interior light. 

The imperial models, in addition to 
the extra conveniences already 
named, are equipped with smartly 


(Concluded on Page 9, Column 4) 
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SYLPHON 


BELLOWS 
n Refrigeration Pres: 
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tion industry in the reliability and efficiency of Ansul refrigerants. 
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ANSUL 


SULPHUR DIOXIDE 
METHYL CHLORIDE 


ANSUL CHEMICAL COMPANY - MARINETTE, WISCONSIN 


Contributing toward the dependability, accuracy 
and long trouble-free service of Minneapolis 
Honeywell controls, Sylphon Bellows have hel 
this manufacturer build an enviable reputatios 
for customer satisfaction. 


So it is with many of the leaders in the refrige™ 
ation industry who have the greatest investme! 
in product acceptance and good will. They wan! 
nothing less than the time-tested superiority ° 
this, the most highly developed metal diaphrag™ 
in the world—backed by 35 years of experienc? 
in its correct application and an intimate knowl 
edge and appreciation of refrigeration thermo 
stat requirements. Write for Bulletin wo-122 
Sent on request. 


The Fulton Sylphon Co. 


KNOXVILLE, TENNESSEE 
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COMMERCIAL REFRIGERATION 


Hulett Manages G-E 
Commercial Dept. 


HAROLD HULETT 


s * #* 


(Concluded from Page 1, Column 3) 
the commercial refrigeration section 
for the past two years. 

Born in Minneapolis, he attended 
North Dakota university, specializ- 
ing in electrical and mechanical engi- 
neering. He entered the employ of 
General Electric in 1927, coming to 
Cleveland as commercial sales engi- 
neer after a year on tests in Sche- 
nectady. 


New Florist Model 
Built by McCray 


KENDALLVILLE, Ind.—A new, 
modernly styled florists’ refrigerator 
model has recently been announced 
by McCray Refrigerator Co. as a 
successor to the Model 624 which 
the company formerly produced. The 
new refrigerator is Model RB-551. 

Built for electric refrigeration only, 
the unit is 5 ft. wide, 2 ft. 9 in. 
deep, and 7 ft. 6 in. high. Exterior 
front and two ends finished in velvet 
black, trimmed with modernistic lines 
in chrome plated stainless steel. In- 
terior of the case also is furnished 
in black, 

Display compartment, as well as 
the two hinged doors of the model, 
are equipped with two thicknesses of 
glass. Walls are about 4 in. thick, 
insulated with 2 in. of corkboard, 
hydrolene sealed. There is one ad- 
justable plate glass shelf in the dis- 
play compartment. 

Refrigerator is equipped with cool- 
ing coils. Pan bottom is arranged so 
as to swing down when service to 
the coil is necessary. A McCray 
model 13 compressor is required to 
cool the box. 


50 Engineers Attend York 
Factory Conference 


YORK, Pa. — New engineering 
Problems and developments were dis- 
cussed by 50 engineers of York Ice 
Machinery Corp. at a recent meeting 
here. W. L. Shipley, president; S. E. 
Lauer, vice president and general 
Sales manager; and E. A. Klein- 
schmidt, vice president and treasurer 
of the York company, addressed the 
group, which was composed of repre- 
sentatives from Brooklyn, Boston, 
Chicago, Cleveland, and Philadelphia. 


Kelvinator Plans Extended 
Commercial Coverage 


DETROIT — Commercial division 
— managers of Kelvinator division, 
ren Kelvinator Corp., met here 
; — to discuss sales plans and 
svities for the winter season. 
tan for further extension of Kel- 
whe commercial sales coverage, 
distei now consists of about 300 

ributors, also were formulated. 

Managers attending the meeting 


nat: 0. C. Endress, New Eng- 
os division; L. T. M. Ralston, 


wa; C BD, Taylor, southeastern; 
e Taylor, east central; C. L. 
Ow, north central; H. A. Turner, 
RN 4 . W. Cox, southwestern. 
ach * Yean represented A. H. Rein- 
‘Manager of the western division. 


Carrier Starts Building 
Self-Contained 
Reach-In Box 


SYRACUSE, N. Y.—Carrier Corp. 
has begun production of a new, self- 
contained, reach-in refrigerator for 
commercial and large residence use, 
according to an announcement by L. 
R. Boulware, vice president and gen- 
eral manager. 


Built for use in restaurants, retail 
stores, large residences, hospitals, and 
other similar establishments, the new 
unit is refrigerated by a specially- 
designed Carrier forced convection 
system installed in the base of the 
cabinet. Completely self-contained, 
the refrigerator merely has to be 
plugged into an ordinary electric 
circuit. Its capacity is 35 cu. ft. 


Mikesell to Manage Frick 


Branch in Cincinnati 


WAYNESBORO, Pa.—John A. 
Mikeseil, refrigerating engineer asso- 
ciated with Frick Co. since his 
apprenticeship, has been appointed 
manager of the company’s branch 
office in Cincinnati. 

Mr. Mikesell worked for Judd 
Engineering Co., Frick’s Boston dis- 
tributor, for five years after being 
trained in the Frick shops as a 
journeyman machinist. In 1918 he 
handled marine erection work in 
Baltimore, and next year was ap- 
pointed sales engineer in Frick’s New 
York City branch office. In 1926 he 
became manager of Frick’s New 
York district office. He leased the 
Lowell, Mass., Ice Co. in 1934, and 
this firm was sold in 1936. 


Mr. Mikesell was treasurer of the 
American Society of Refrigerating 
Engineers in 1924 and 1925. 


Dean and Chamberlain 
to Assist Reinach in 


Western Office 


SAN FRANCISCO—E. N. Dean 
and E. H. Chamberlain have been 
appointed as Kelvinator commercial 
representatives to work under A. H. 
Reinach, western divisional manager, 
according to an announcement by 
J. A. Harlan, commercial sales man- 
ager of Kelvinator division, Nash- 
Kelvinator Corp. 

Mr. Dean was formerly Kelvinator 
commercial representative in the 
company’s east central division, and 
Mr. Chamberlain formerly served as 
commercial refrigeration sales man- 
ager for Modern Utilities Co., Kelvin- 
ator distributor in Helena, Mont. 

Roy Conrad, who for the past 
year has been connected with Kelvin- 
ator’s western region as engineer, 
continues in that capacity with the 
new separate commercial division. 

Divisional offices for Kelvinator’s 
separate western commercial division 
have been established at the Mer- 
chandise Mart here, the same build- 
ing which serves as headquarters for 
all of Kelvinator’s west coast activi- 
ties. 


2-Section Truck Used by 
Distributor of Beer 


ATLANTIC CITY, N. J.—A two- 
section truck body, one open, the 
other refrigerated, designed and built 
by Keystone Wagon Works, Inc., 
Philadelphia, has been purchased by 
Caldwell, Inc., local beer, wine, and 
liquor distributor. 

With a capacity for 50 cases of 
bottled beer, the refrigerated com- 
partment, occupying the front half of 
the body, is equipped with two high- 
temperature Kold-Hold units and a 
%-hp. Kelvinator condensing unit 
mounted in the skirt of the body. 
Roof, sides, and ends of the compart- 
ment are insulated with 4-in. Dry- 
Zero Blanket, and the floor is insu- 
lated with 4 in. of cork. 

The beer is pre-cooled before load- 
ing, and the refrigerating system in 
the truck maintains its temperature 
at any desired level between 25 and 
40° F. 


4 


Series 16 Cases are built in 6-8-10 and 12 ft. lengths to meet the 


requirements of the average store. Low in price, yet they measure up 


in every way to Seeger'’s recognized standards of quality and con- 
struction. All-porcelain front, back and ends with full porcelain 
acid-resisting lining. Service doors are all-porcelain with extra heavy, 
chrome finish hardware. A complete case of outstanding value. 


Seeger exclusive pattern 
Loc-i-Tite sliding doors 
with the new air sealing 
device are the most ser- 
viceable ever built. 


EFRIGERATOR COMPANY [i 


SAINT PAUL, MINNESOTA ~ 


SEEGER R 
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Loosening ice cubes in this all- 

metal tray is accomplished by 

means of a lever inserted under 
the lip of cube dividers. 


All-Gas House to Be Built 
For New York World’s Fair 


NEW YORK CITY—A model all- 
gas house presenting in working con- 
dition the various applications of gas 
in the home for cooking, refrigera- 
tion, space and water-heating, and 
air conditioning, will be a feature of 
the gas building at the 1939 world’s 
fair here. 

Additional demonstration of gas 
appliances will be given in the build- 
ing’s auditorium, and the products 
used will be staged in ordinary house- 
hold surroundings. 

The gas building itself will be con- 
structed on an S-shaped plot, and 
its main entrance will lead into a 
wide, circular ‘Court of Flame” con- 
taining an ever-burning gas torch. 


New Ice Tray Used 
In 1938 G-E Line 


(Concluded from Page 1, Column 5) 
new conveniences is the ‘Quick 
Tray,” which is said to combine fast 
freezing with easy ice cube removal. 
Ice cubes are removed by means of 
a lever, which is inserted under the 
lip of the cube dividers and pressed 
downward. 

Two cubes at a time are released 
in this fashion, the others remaining 
undisturbed in the tray. It is said 
that the entire contents of the tray 
can be removed in less than 10 
seconds. 

The ice cube release lever serves 
a triple purpose, for in addition to 
freeing cubes, it also may be used 
in removing the trays themselves 
from the freezer shelf, and as a 
bottle cap remover. 

Vegetable containers are standard 
equipment in all 1938 models; in all 
but the 4-cu. ft. model, this con- 
tainer is a sliding drawer. Models 
in the 7 and 8-cu. ft. sizes also have 
a sliding drawer for fruit storage. 

All models have sliding shelves, 
which pull out to make foods stored 
at the rear of the cabinet easily 
accessible. Shelf heights are adjust- 
able, to accommodate odd-sized foods 
and containers. All models except 
the smallest and the two largest have 
a removable part shelf in the bottom 
of the cabinet, handy when storing 
watermelons, turkeys, large  con- 
tainers, or other bulky items; and a 
tip-up shelf at the side of the evap- 
orator, also removable if desired. 

A bottle-width chiller tray also is 
standard equipment on all except 


Flexible Arrangement 


Flexibility of storage arrange- 
ment has been achieved in 1938 
G-E models by use of storage 
drawers and tip-up, split, and 
sliding shelves. Shown here is an 
8-cu. ft. all-porcelain model. 


5-cu. ft. models; these latter units 
have a narrower evaporator, and use 
a narrower tray. The 12 and 16-cu. 
ft. units also have a large dessert 
tray, for use in freezing and storing 
mousses, parfaits, ices, and other 
frozen desserts. 

Standard equipment in deluxe por- 
celain models includes a set of oven- 
proof storage dishes, which serves 


ardize on Delco motors. 


bag 


Every Delco motor is built to a single high standard. As a result, each 
‘ance uniformly dependable performance. 
acturers know the value of this uniformit 
faction of dealer and consumer alike. That is why so many of them stand- 
Delco Products Division, General 


Dayton, Ohio. ‘In Canada: McKinnon Industries, Ltd., St. Catharines, Ont. 
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The poplar trees of France—extending in symmetrical rows for mile after mile 


Leading refrigerator manu- 
. . . know that it assures the satis- 


Motors Corp., 


the triple purpose of storage, baking, 
and table service. 

Interior electric light is standard 
in all models, as is a “Thriftometer” 
interior cabinet temperature indica- 
tor. On all except the 4-cu. ft. model, 
this thermometer is integral with the 
top shelf below the evaporator. 

Several models are equipped with 
a removable evaporator shelf, which 
gives more room for freezing des- 
serts when taken out; inserted, it 
provides additiona: surface for two 
more ice trays. Evaporator itself is 
of stainless steel, with one-button 
control of its 12 freezing speeds. 

In the base of the cabinet on the 
12 and 16-cu. ft. models is a bin for 
storage of foods which need not be 
refrigerated. A finger-tip latch which 
pulls downward is used on all models 
in the 1938 line. 

Starting with a strong Christmas 
campaign, advertising for 1938 will 
be substantially increased in all 
media, the company announces. 

During December~G-E will have 
Christmas refrigerator advertising in 
Colliers’, Saturday Evening Post, 
American, Ladies Home Journal, 
Good Housekeeping, Better Homes 
and Gardens, and The American 
Home magazines. 

Supplementing this will be factory- 
paid billboards in more than 100 
cities, and color advertisements in 
Sunday magazine sections of news- 
papers. Mats are available for G-E 
dealers’ advertising in local news- 
papers on a cooperative basis. A 
special Christmas window display, in 
five colors, has been prepared for 
dealer use. 


General Electric Dealer 


In Miami Moves 


MIAMI, Fla.—General Home Ap- 
pliances, Inc., General Electric dealer 
handling home equipment and com- 
mercial refrigeration, has moved to 
18 N. Miami Ave., according to Jack 
Webb, president. H. W. Krebs is vice 
president and treasurer, C. H. Shep- 
herd is sales manager, and R. E. 
Temple has charge of the firm’s 
kitchen planning and design service 
for builders. 


G-E by Night 


Interior light is standard equip- 

ment on all 1938 G-E models, 

making food-finding easier for 
the midnight snack-hunter. 


Anchor Lite Appliance Co, 
Opens Wheeling Branch 


WHEELING, W. Va.—Anchor Lite 
Appliance Co. of Pittsburgh, Crosley 
distributor for western Pennsylvania, 
has opened a new branch here as 
headquarters for its newly assigned 
territory covering 34 counties in 
southern Pennsylvania, northern Vir- 
ginia, western Maryland, and eastern 
Ohio. 


Refrigerator and Bookcase to 
Be Combined in Apartments 


CHICAGO—A combination refrig- 
erator and bookcase will be installed 
in all of the furnished apartments 
into which 10 floors of the Edge- 
water Beach hotel will be rebuilt. 
The hotel will spend $100,000 in 
remodeling 200 of its rooms into 150 
apartment suites. 


Key Specifications of G-E 1938 Models 


Shelf . —Exterior Dimensions— 
Capacity Area No.Ice No.of Lbs. (Inches) 

Model No. Cu. Ft. Sq. Ft. Trays Cubes of Ice Height Width Depth 
B-4 4.0 9.3 2 40 5 491% 24 2414 
B-5* 5.0 10.6 3 60 6 5346 27% 2516 
B-6* 6.1 12.2 4 80 8 5614 30 254 
B-7 yee! 15.1 6 120 12 60 30 25% 
B-8* 8.1 16.9 6 120 12 60 33 27% 
PB-12 12.0 26.3 7 120 22 67% 40 2914 
PB-16 16.1 32.3 7 120 22 674% 49 2914 


*“PB” models in these sizes have porcelain exteriors. 
Interiors are porcelain in all models. 


exteriors of Glyptal baked enamel. 


All “B” models have 


Here and abroad—in every 
part of the world —in- 
creased sales are indicating 
the preference of refriger- 
ating engineers and service 
men for EXTRA DRY 
ESOTOO, the moisture-free 
refrigerant. 


What’s the reason for this 
world-wide rise of popularity ? 


Simply that the purest and 
most dependable refrigerant is 
also the most easily obtain- 
able in distant parts. Stra- 
tegic distributing points over 
the face of the earth provide 
for prompt delivery to any 
Point of the efficient refriger- 
ant, EXTRA DRY ESOTOO. 


ESOTOO | 


EXTRA DRY ; 


PRODUCT OF 


VIRGINIA SMELTING CO. | : 


WEST NORFOLK. VA. 


fT 


DE" 
greatl 
and t 
its me 
early 
distrik 
ances 
easter 
30 to 
in 19% 
Oppen 
Norge 
Statle1 

“Oul 
Oppenl 
last ye 
as gre 

Terr 
compal 
around 
miles s 


Al 


“Geo 
pointed 
conside 
point 
largest 
of new: 
pal adv 
Evenin; 
about f 
the Ne 
Elizabe 
of gooc 
vidual | 

“Alto 
96 pap 
out the 

Othe: 
by B 
four-pa; 
gram. 


RA 


The 1 
mornings 
ers in 
featurec 

In dis 
has an 
whereby 
pass ou 
specifice 
ers. In » 
plained, 
handbill 

“We > 
the bus 
the one 
Oppenhe 
and run, 
morning 
times a 
Made th 
hews fla 
tioned a 

No ps 


—_—_— 


Rex Co 
Of G- 


NEW 
tion of 
toa gr 
to be t! 
kind in | 
Ing, rece 
Offices of 
butor fo: 
tory, by 
Sales sta 

Mr. § 
While Mj 
€conomis 
Steps in 
dishwash 


Trail 
| 


OAKL, 
Offic; 
Sion, a: 
for Hou 
butc 
erato} 


0 ey A eee si SR Cy 1. es af (et a Oe ery whe Po ORE ee ie = 
oa @ > 4 Ss LAE? tet. a7 5 Se er Ae era et ee a oS 3 shai pee Sic ae : mS theres Acai wees eet ar z2 oT ame . 
‘ - a See | eet se oy sae. cae eet ona" pees i > leet > Vt eae oe Se ay fms eo ‘ “ : 3 : f a 
¢: Be a 
ee : 
fi ae rn . 
ae 
a eg 
es 
TK 
rae. 
“ye ee icccititiniesecegttemaailiaaginilas._ = 
che —————_—_—_$_—_———————————— 
or 6 = -. — = 
2 Sie eee 
RS ats po 
i Ice Rel ae 
| New Ice Release 
. - ™/.- el +S os — a — > -“@ mae 
t a ss y i es oa ‘ _ oneal # P as 
a i |. en a Te a gO gies 
2 wa . = Wa aD s: , 
m,” : . a a, : = ee : _ see . 
. ~ ee — Wee H ieee | ef wont an es i 4 a tee ] i 
Jf ae ‘-_ eee i, + : ti seg ag 
. laa Lobe | i % te Si , 2 j ~ eng . 
iF vr S «| ve: , 3 oor See! i} oa g 
ee ae eT SS 
oe : 3 mae Ba Fo88S he ~~ ae 
7 ci a a a a a 8 ; : j g i a ee, | 
eae ve e 2 : oe Fe ‘al . oa <a ‘Se 4 
sia i ‘ a 
= 
ae 
ace’ 
aig 
“ae 
oe 
dies y ip vas Sy Bie 4 
z b) +5 Bs . Ls i * a 
- , 2 a : : a9 _ < , aa 4 * * fag “a a ™ 
a . ee ae be a & : 3 ey 
ait Ver iB \ : am 3 ae 
K, ek NN a Rs! 8 
‘ i”. ye ; 
4 - Rl et y a i Z 
BK ite 4 Bei ad > 
su) TON Ts CRS Be ms 2 
Ee a RS ee aS . ae ga pe Ngee ae ee 
7 “Sc Bs « a Rn, wr —i. + 
se ‘ . : am iat ee ie: " ; be ec - es < ee Te Te ee 
=< Nea tos - =. a) > 2 ges ca ,. a : = 
. a ie a : dat , Pea doa ‘ i 4 + -. he ae Ny ie te 
A - ~ ae N . ane ave . : fe 4 te =e a 3 i See Aine: 
Tare ¥ a N¢ 7 er oa ¥! Fs plies * at : 5 . Ee > veers ’ 
oe . 4 x 4 a ” od rae eee a ris Py ‘ ae , m5 Be id oe ee 
a ne oo 4k ome ‘ ee ee or. 
an " is te a ‘ee a fee Sie eee 
ey ne “en. 9 5 1 . - \ te a ' igi ORs ee 
seis . . : < eo, ee te ae ‘ 2 Es “ iste 4: ee se _ vl Bes 
ae ‘S in ae “a _ eS aN ” Oo OR i We eee ae 
Lae ‘ , as ros, v . =a it ‘ ‘eae: Ra eer eas Bae oe 
5A ie, Bs re} | 7 bd a Ze .. : 3 ; a ee ed 
3 'S” “See eee © wee 
= phe f baa? si . ” ee eae oe F Sa Fe eal ‘. 
ie ' o ~~ > « 4° Sa, , Oe pas eee i er le dea a * al 
on . eye, Nga ‘ % ere, oe we ee a, Se eet 
Ps , * d c “SEY ¢ Ao aa ¥ we y ste Phe, ox 
i \ i h . . a ‘ j eS Dee ‘ 1 A : 3 & te Bei Soe: 
as om. Sy Se : re ee a . eel eas tee ee 2 
2 - ie : er. sae ou Pa * e: 
i . : ae ae ¢ hes ie ide a a 
f : My . Be ee Vas wee ee oe ii Sea as : 
se Ae 3 Snr a4 fe ol i oe Re yen 4 . . —? ae i x ge at oe = aed 
a — fs .  : i Wenge, See mama ae i % | PAG See 
cK % eM oe ~~ . i? 4 oe m Dy foe. Sa eh hc at ' 
4 rc. 1 at ' v: ee, ee a ive , OR a ae ie PEE ET eT Ta 
_ . we 2 : -* oe ee ee! ee wy a es a eh s% OO 
- “ my by, ae) an e aes — Oe ee aye gx) te” + ging lig Se ee 
a ; ers t +e ee 2 a Si ee Bell BL 
‘ nt : ae a ee: : + oe, ; 
sae ~ a” SC aS ag? naar Se pitt OS BES 
ee 3 3 + - a. a ei alae ‘ Mm 2 oe We ale ae : 
aby “ ~ oo) 2 be % i ak 6 ins a 7 . ‘ i . y ee % = 2 = = =. i 7, 
ri 2 aa : 3 Be.) a | an ie 4 67 ~ saat a Se ae ie : : : ; 
va Ca s sf *€ ca > pea). a sia ie 5M = >: ? 4 5 SS y a & wigs a eee. ee ' ie Ait aa — 
ae 2. ey = . ee io ee eo > © 7 — a. ‘ - pose, 3 aati , e ge ae eo OF 
a — a. oe etl le a. < i 2. i. eee Par, get eee Oss tes Oe ace 
_ Ss 7 a, dati aE «ge? . 4 tal ae re Semi : : SS genie ye oe i a, ae . Gee 
_ 'f HM os 5 ‘ 2 5 fee y % a _* ae 2 ae ‘eh \ a 8 s , . te Wei, i ee Ss S| . - - 4 - ea Faas a a - 
4 a. - Cs wor fee Ue ee SOA eM x ie ae es ; 
7 : fs ys - woe eR a a AO ae RS Pot Pee ok — es 
i oe Ome “fac ss j fo a ab Dee «ay oo a ye. Ge aia = a ‘ Be 
a ey ee Re oe BS ee . SS ee 1 oy —-— 
? ~~ — 4, : ae Srp o ae a ~ a, eae eee ane is 
. : % : se = 3 et) ae ie - A$ Ne ae Be “4 ms 
s - i - Be * h \. oan . a .s , : “Y a ‘ hoe - "fad ea oan = a pe 
a Be H: a. as, Mea, : oe ae 2 a . es: , = - : a 
xd ec 4 ‘ , ¢ id % i an ee i) - t a ok + - a ; ' é m : : cia . ae 
\ +» S39 ’ er ce ee ee, a ie 2 ae ' , a a , SSS 
“Tia ig | NES . wen " es y a a9 , 5 es Me Pe FF a . mek . 
ay: Ri: — > Cae ies r .. ye Ee a } 
> ae bd —" rhe 5 * " ; ‘3 rey a ¢ Atha i 
—_ . a ren As. : by ‘ pee. 
ee . = So a = meer cio>, aa 
P , Aye ‘ . : - "a . eee : ' i é tere . ee i 
oe. ae ~ Rc ' i i as, FSG SS { 
a. Se : ‘ a Cy Se Oe i 
se a ; . 4 Fae oe tao ep 2 ore 
—- —— . 4 . c ya fos See. 
re a a ae : eo i : pea 4 ‘iat Bae ye ta 
‘ ie , oo” pe , , re ae 5 4 ary. ie eatin ; 
‘ ; : & ; ae iad Fa 4 fe : hat aA g Oth gees 5 4 
¢ . sf . at - f ie i oo ae aa Bi oe : 
= R.8, th . : ae Rex Sh, Dae tes: | j 
: Bierte > i f pe cs a 3h % 4 Be 4 ay Ths. er : 
| ee oe aa . 2 oe 5 Ee ee a 
. - ey ‘wife : . i at Al SRS 
| at .. ® ie ‘ ‘ 2 J ie: ’ arn a wo < a0 st hs oe ‘ & 
* a a a >: ie Se $e” * Ne 
X . ss i } ps ua tle ” 
“4 7 : ‘ — ax Wyte ’ 
% Pay 4 e Pa avai " , z > Sa y au i 
> —_—— eS %. J z <_< ae oy ida 
; aes ~~ * * s Lis a oa aot, wi es 4 4 j 
“ 4 ‘ae Bs ~ i va s Se % nad ge 4 “se ate: a eal 
; az : ‘ P ; ’ ee, aca pit tt odin Seis = — ai : 4s me — Nv. — ee Ae ta F ac : 
s : A . , gh — ; ' > 2 ee ae Bi, oe i - q f 
” — - : ee ee 
| ee é ; oye fat wg + _¥§ 
. a bias i “a , a - io Sage a ro ‘agai eee ms a nn se BS 
ys on > a ies i ae < ‘ Ps ae * * ay 
2 ’ Sh ate - Se ee s ie 3 
: has a eS ce pee r e Ps 
‘ ate : had Pn J 
-— wa ae 3 Mt al : * wet P. 
_— = rs ea. ** * a . 
. Sips fae : a0” a ‘i 
) ee * : Dries Siig 
J 'e —_ . * > tg Sel. al = 
es , - As . eas ge SS ts 
ft x es *; Sy a 
* ne : . . ‘ Pook zy 
$ 5 a es 6 “e,e ie 
= a ee ay en ‘ ; rahi. a feet: 
3 pe ie c es. ee cS aan ee 
ee he a u ee > oe 
P « 2. “ee , it ae , ; 
: ~ Sot * 4 ia 6 we Ba a ae Bi Just a 
= * a tee: 3 at ~s * ae cies two of th 
an : ak tn 
4 eae ‘ re et wie ee SS 7 “ ~ turning, | 
ae = : “ . od os ’ 7. a. .* a e ; they we 
i. > a Le * emerged 
* * Ye ee” Ce "4 
a 5h. aici =. , me fe t 
~ Ne tae ee ee. Sy. al, , “3 - = = : ol « 
we a ae ie a eas eee | SS Seer Rera Ae a, Boon ee ie ages - , » after 
‘ay : ee “as , Orie / == bat pad al tor aan "4 o > met 3 * fe Ng oe 4 we : it Pe en ee re ord 
2 as ) * ep ; = pie SR IFC > ; Rac. 4 a oi er for 
; 
é ’ ad ad 
12° CSREES tae ae SPR ho mee ONL ANU gt TH ee: ETT Shy gC ee RE EURA Po Nie oT OLR AL y oe Fg * foe en ae pee Pe eae See hk ete ee ee parr Poets ei tag oe i oe Nc | oe See 
CR ag UE et NE, Meee Sage See ag Ee ee Ee Ree Se eae ane eT ee ty | Sys Ba ty abla ghee aaa a eM E AS Pst re ee re Wen ay SC Pee de Mir ai ea Ree ee ors Ata ee he Care eee eg et ae ean oe Bree 
oH a ORE ON Bee ISA A Oe nets Ae eR Taree reaped eae aaiaa i.) Ie ca 
* ag ENE s eat nee ar , “a Tg. Sar rt Se Oe es JRE eso oar as 2 cae ii end eed, | ae fee aie 
ea Fea KP ae ee 5 - “ ~ oe eee a wore Re gt so 5a te ee A CA EO NS. ag é - an irs Pas Wee keine 5 
ae a abeee % fe wg! Rg. PO ae a ee a ee UR ergs See Sate PE Ree Nae ee ; ; 2 Rte tet tral eae ee Gt 
ES 8 ttt eas : DASIES Se ee ec eee 


ey 


r Lite 
rosley 
Vania, 
re as 
igned 
Ss in 
1 Vir- 
astern 


> to 
ents 


‘efrig- 
stalled 
ments 
Edge- 
ebuilt. 
00 in 
0 150 


AIR CONDITIONING AND REFRIGERATION NEWS, NOVEMBER 24, 1937 


7 


SPECIALTY SELLING IDEAS 


Newark Distributor Expects that Modern 
Building Will Help Boost 1938 Sales 


DETROIT—Mainly because of the 
greatly increased space and facilities 
and the natural drawing power of 
its modern new building to be opened 
early next month, R & O Radio, Inc., 
distributor for Norge home appli- 
ances and Sparton radios in north- 
eastern New Jersey, anticipates a 
30 to 40% improvement of business 
in 1938 over 1937, declared B. J. 
Oppenheim, president, at the recent 
Norge distributors’ convention in the 
Statler hotel here. 


“Our sales for 1937,’ said Mr. 
Oppenheim, “are about 30% ahead of 
last year’s, and everything points to 
as great an increase during 1938.” 

Territory covered by the B & O 
company extends over six counties 
around Newark, and is roughly 60 
miles square. 


ADVERTISING METHODS 


“Geographically,” Mr. Oppenheim 
pointed out, “our territory might be 
considered small, but from a stand- 
point of population it is one of the 
largest in the country. We do a lot 
of newspaper advertising. Our princi- 
pal advertisements are in the Newark 
Evening News; yet in Elizabeth, only 
about five miles away, circulation of 
the News is so light that we use the 
Elizabeth paper. Our territory is full 
of good-sized towns which are indi- 
vidual market centers in themselves. 

“Altogether we advertise in about 
96 papers during the year through- 
out the territory.” 

Other forms of advertising used 
by B & O are billboard posters, 
four-page handbills, and a radio pro- 


gram. 


RADIO AND HANDBILLS 


The latter is a 15-minute week-day 
morning program, and different deal- 
ers in the B & O organization are 
featured in each one. 


In distributing the handbills, B & O 
has an arrangement with an agency 
whereby the latter’s representatives 
pass out the folders in certain areas 
specifically selected by B & O’s deal- 
ers. In this way, Mr. Oppenheim ex- 
plained, maximum efficiency of the 
handbills is insured. 


“We have a big electric’ sign on 
the busiest corner in Newark like 
the one in Times Square,” said Mr. 
Oppenheim. “It is turned on at dusk 
and runs until about 1 o’clock in the 
Morning. At intervals, about six 
times a night, announcements are 
made through the amplifiers, usually 
News flashes, and our name is men- 
tioned along with them.” 


No particular emphasis has been 


Rex Cole Holds Demonstration 


Of G-E Line for Deaf Mutes 


NEW YORK CITY—A demonstra- 
tion of General Electric appliances 
toa group of deaf mutes, believed 
to be the first presentation of its 
kind in the history of appliance sell- 
ing, recently was conducted in the 
Offices of Rex Cole, Inc., G-E distri- 
butor for the New York City terri- 

tory, by Leo J. Sinclair, of the Cole 
Sales staff. 


Mr. Sinclair acted as interpreter 
While Miss Nell Snavely, Cole home 
*conomist, pointed out the various 
steps in the use of the G-E range, 
tishwasher, Disposall, and ironer. 


Trailer Accounts for Sale 


Before It Is Used 


OAKLAND, Calif—Even before it 
Officially been put into commis- 
on, a new trailer created a sale 
for Household Products Co., local 
butor of Servel Electrolux re- 
erators. 
Just after it had been delivered, 
° of the company’s sales counselors 
k the trailer out into a residential 
Of the city to practice towing, 
the §, and backing with it. While 
’ Y were maneuvering, a man 
merged from a nearby house, asked 
See the display of refrigerators, 
: oe after a demonstration, signed an 
t for an immediate delivery. 


placed on any one appliance, although 
gas ranges have been selling remark- 
ably well, Mr. Oppenheim declared. 
The utility serving the B & O area 
has been boosting the use of gas to 
increase the load, and the distributor- 
ship and its dealers have tied in 
and sold gas ranges. 

Washers, ironers, refrigerators, 
radios, all have been selling at what 
might be termed a “good” rate—none 
exceptionally high, none unprofitably 
low—with the result that total profits 
have been large. Because of the high 
rate of gas range sales, electric 
range sales have been comparatively 
low. 


Commercial Credit Co. Issues 


‘Holiday Purchase Plan’ 


NEW YORK CITY—A “holiday 
purchase plan” designed to stimulate 
pre-Christmas sales of electric refrig- 
erators, ranges, dishwashers, water 
heaters, and laundry equipment has 
been-announced by Commercial Credit 
Co. 


Under the C.C.C. plan, any of these 
appliances may be purchased between 
Nov. 1 and Christmas day, with no 
down payment required until March, 
1938. No extra financing charge will 
be made for this period. 

The plan is designed to enable 
families to purchase any of these ap- 
pliances now without upsetting their 
holiday budget. 


Dealer Sells 70 Frigidaires 
In Town of 3,000 People 


SHELTON, Wash.—Lumbermens’ 
Mercantile Co., exclusive Frigidaire 
dealer here, sold 70 units during the 
past summer in this town of 3,000 
population, according to Walter M. 
Elliott, general manager. 


Double Prospect Cards Used by Seattle Dealer 
To Give Complete Case History of Calls 


SEATTLE “Double-barreled” 
prospect cards, concisely presenting 
the “prospect-to-owner” history of 
every transaction, are being used to 
good effect by the Ben Franklin 
Electric Co., local appliance dealer. 

There are two prospect forms, one 
yellow, the other pink. The yellow 
slip is filed in a visible index accord- 
ing to “time to call,” and the pink 
one is filed in a cabinet index ac- 
cording to the alphabetical position 
of the prospect’s name. 


written on the yellow form, the pink 
one being used only as a tracer. 
Information required by the yellow, 
or working, prospect sheet includes 
time to call, what to take along, 
who the prospect is, how he was 
interested, his address and telephone 
number, name of the salesman, gen- 
eral picture of the prospect’s home 
conditions, his occupation, date of the 
signing of the contract, amount paid 
down, amount collected on delivery, 


amount allowed on trade-in, quota- 


More complete information is 


tions of prices and terms of articles, 
and record of the sale. 


There also is a section provided for 
information in case the sale is not 
made. The failing salesman must note 
his excuse for not closing. 


The pink prospect form calls for 
much less detailed information. All 
it requires is the time to call, the 
name and address of the prospect, 
name of the salesman, occupation of 
the prospect, date of the call, and 
the premium, if any. 


In the matter of how the prospect 
was interested in the product, the 
salesman must check whether it was 
by the window or floor display, by 
a service man making repairs, by 
the salesman’s canvassing, by an 
advertisement, by a friend’s recom- 
mendation, or whatever the specific 
cause happened to be. 

The prospect card has proved in- 
valuable in planning sales campaigns 
for individual prospects, according to 
officials of the company. 


“OFFICIALLY” ENDORSED BY MORE 


It should mean a great deal to an employer faced with the 
problem of building a capable and dependable service or sales 
organization to know that a selected group of hand-picked 
men are being prepared for Refrigeration and Air Condi- 
tioning work by a Training Program which is actually super- 
vised by a manufacturer-appointed Board of Governors. 

It should be a source of great satisfaction to an employer to 
know, also, that this same Board of Governors is made up of 
some of the best engineers and executives in the Industry, and 
that the entire Training Program which they are directing, is 
“officially”” endorsed by more than 70 leading manufacturers 
in the field of Refrigeration and Air Conditioning. 

These two vitally important points are sufficient proof of 
the fact that the Refrigeration & Air Conditioning Institute is 
training men the way the Industry wants them trained—just 
the way these manufacturers would train them if they were 
actually doing the job. As a leading manufacturer recently put 
it—‘‘What you are doing is creating a new type of Craftsman— 
the kind of trained man so badly needed by this Industry.” 

Yes! We are giving the Industry a new type of Craftsman. 
He is not a plumber, steamfitter, sheet metal worker, or elec- 


If you do not have a copy of the Institute’s “Report to the 
Industry”—a 200 page cloth bound book with 17 big photo- 
graphs—please ask for it on your letterhead. 
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trician, but in a way, a composite of all these crafts insofar as 
they are employed in air conditioning work. R.A.C.I. gradu- 
ates know heating, ventilating, and cooling as applied to air 
conditioning—know it from the practical as well as the theoret- 
ical standpoint. Each will have spent over a year in STUDY- 
ING, and four solid weeks in our Shops IN DOING. Each will 
have actually worked (in our Shops) on practically every type 
of equipment in use today—installing, servicing, repairing, etc. 

Before he is admitted for Training by the Institute, a man 
must satisfy us, through careful investigation, that he is of 
high character, ambitious, a hard worker, mechanically in- 
clined, of good education, and capable of thinking for him- 
self; also, he must be a man who can be depended upon to be 
a loyal and trustworthy employee. 

The record of every man trained by the Institute—including 
his photograph, our rating of his ability, what his references had 
to say about him—in fact, everything that you as an employer 
would like to know—is avai able upon request. It is the Insti- 
tute’s desire that every employer in the Industry should feel 
free to call upon the Institute for help with their employment 
problems. This service is free to employer and graduate alike. 

Members of the Industry and their staff are cordially invited 
to visit the Institute and inspect its facilities, when they are 
in Chicago. 


President 
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(Continued from Page 1, Column 3) 
contents of the tray. Ice tray release 
is standard in all models. A _ nine- 
point cold control is located on the 
panel above the ice compartment. 
Both the evaporator door and panel 
are designed to harmonize with 
other new interior features. 

In deluxe models, double hydro- 
voirs and utility basket are also 
newly designed, and are located on 
the bottom of the food compartment, 
although this arrangement is optional 
with the housewife. Bottle rack is 
of similar design. 

Another new Norge 1938 feature 
is the three-position ‘‘Preservoir,” or 
defrosting tray. This tray may be 


Utility Basket 


This double hydrovoir and utility 
basket, shown in their conven- 


tional positions in the 1938 
Norge cabinet, may be shifted to 
other shelves if desired. 


placed in either high, medium, or 
low clearance positions, allowing for 
ample variation in height of contents 
stored in it. Eight individual dessert 
containers are part of the interior 
equipment on deluxe models; these 
can be stored in the defrosting tray, 
if desired. 


Also furnished as accessories in 
the more expensive models are three 


12 Possible Arrangements of 
Food Compartments Claimed 


For New Norge Models 


“Norbake” glass left-over dishes, 
which can also be used in the oven, 
and two glass water bottles. 


Twelve different interior arrange- 
ments are said to be possible in the 
1938 Norges, a further improvement 
on the flexibility in food storage 
which was a feature of the com- 
pany’s 1937 models. Adjustable in- 
sert shelves are used, and by the 
removal or shifting of these it is 
claimed that large objects such as 
a full-sized turkey, a watermelon, 
large roasts, or tall bottles can be 


stored without sacrificing interior 
space. 
In the same way, hydrovoirs, 


refrigerator dishes, and other acces- 
sories can be shifted from one part 
of the cabinet to the other, or 
removed entirely if desired. 


‘LAZILATCH’ DOOR HANDLE 


Automatic interior electric light 
operates in conjunction with the 
fingertip-touch ‘‘Lazilatch” door han- 
dle. Interior of the food compartment 
is constructed of porcelain, and a 
sanitary rolled rubber lip around the 
door opening is used to _ permit 
tighter sealing. 

Two top models of the 1938 Norge 
line are Low-Temp refrigerators, 
first models of which were introduced 
by the company in 1936. In these 
models, it is claimed, Norge engi- 
neers have combined cabinet temper- 
atures of less than 40° with high 
food compartment humidity. It is 
also claimed that, without using 
extra current, Low-Temp models 
have the ability to store perishable 
foods from three to five times longer 
in “the zone of prime freshness” 
than do regular mechanical refrig- 
erators. 


TWO LOW-TEMP MODELS 


Two models in the Low-Temp line 
have food storage capacities of 8 and 
12 cu. ft., respectively, the latter 


Norge Offers This Model 


The streamline styling which has characterized Norge refrigerators for 

the past three years is retained in the company’s 1938 models. Units in 

the deluxe line are all-porcelain, in either white or mother-of-pearl 
exterior, with black base. 


being a two-door model. All the 
regular convenience features are in- 
cluded in the models. 

Five all-porcelain models are in 
the company’s deluxe line for 1938. 
All convenience features are included. 
Standard accessories include ice tray 
release, defrosting tray, automatic 
electric light, double hydrovoirs, ad- 
justable insert shelves, bottle rack, 
utility basket, and accessory set. 


The deluxe models range in size 
from 4,17 ci. it. to Gil cu. ft. 
Same 12-way interior arrangement is 
claimed for these units. Regular 
exterior finish is white with black 


. FRACTIONAL H. P. MOTORS 
Gor Every Purpose 


There is a Century Fractional Horse 
Power Motor of the type best suited to 
drive every kind of appliance and tool. 


MOTORS 


SINGLE PHASE 
DIRECT CURRENT 


POLYPHASE - - 


for 


INDUSTRIAL += «= > 


COMMERCIAL 
DOMESTIC USE 


CENTURY ELECTRIC COMPANY 
1806 Pine Street . . ° 


. St. Louis, Mo. 


Offices and Stock Points in All Principal Cities 


_———————————————————— 


UP TO 600 HORSEPOWER 
$$$ ——————————— 


base, but some of the models are 
available with mother-of-pearl ex- 
terior. Interior finish is of white 
porcelain. 

Eight models in the Norge 1938 
standard line are produced this 
year in white ‘“Norgloss” finish, with 
black base. Models range in size 
from 3.16 cu. f. to 18.32 cu. ft. 
capacity. 

Standard equipment on top models 
in the series include ice tray release, 
defrosting tray, electric light, double 
hydrovoirs, adjustable insert shelves, 
bottle rack, and utility basket. 


GASOLINE-ELECTRIC MODEL 


The gasoline-electric model is de- 
signed for use in rural areas, or 
where high-line current is not avail- 
able. The motor-generator can be 
installed as far away as 300 feet 


from the house, and it is claimed | 


that enough surplus power is created 
to supply lighting, or to power other 
appliances. Should electric current 
become available, the gasoline-electric 
model can be converted to operate 
on a.c. current. 

Same design and construction as 
in other Norge refrigerators is ip. 
cluded in the gasoline-electric mode], 
Standard accessories include ice tray 
release, defrosting tray, hydrovoir, 
adjustable shelf, bottle and dairy 
rack. 


ELECTRIC RANGE LINE 


New beauty in design, plus greater 
convenience, feature the six models 
in the 1938 Norge electric range line. 
Faster cooking elements, and fully 
automatic cooking control are said 
to provide clean, fast, economical 
operation. 

The ranges are designed in match- 
ed combination with Norge refriger- 
ators, both in conventional black and 
white models, and in mother-of-pearl, 
Bases of top models are designed 
flush with the floor. Top models 
have centrally located cooking ele- 
ments. Backguard, condiments, lamp, 
and timer device are styled in the 
modern manner. 

New features include Norge con- 
tact “‘super-speed”’ cooking elements 
of chromalox design, said to provide 
400% more contact area than other 
closed units, available as extra equip- 
ment. Controlled top-of-range cook- 
ing is claimed, through the Norge 
selector switch operated in conjunc- 
tion with the electric clock, which 
automatically controls current in the 
left rear burner. 


CONVERTIBLE BURNER 


This burner may be converted into 
a utility cooker if desired, with the 
same selective control. An_ entire 
meal can be cooked in the “thrift 
cooker,”’ another 1938 feature. 

A convenience outlet is provided 
for plug-in of small appliances, or 
radio if desired. Fully automatic 
clock and an “internal timer’ are 
said to assure accurate cooking. 

A visual oven-heat control signals 
with red and green lights when the 
switch is turned on. When the de- 
sired temperature is reached, the red 
light turns off, the green light con- 
tinuing to signal that the oven is in 
operation. 

Other features include an adjust- 
able smokeless broiler with chrome 
broiler pan and flat bar grill. Larger 
models have separate element for 
broiling. Oven and broiler lining is 
tank type, porcelain enameled, with 
removable racks and guides. 


(Concluded on Page 9, Column 1) 


dependability of 33 
years specialized experience 


ing applications. 


is back of Long condensers and 
evaporators (domestic and commercial) 


for electric refrigeration and air condition- 


Complete experienced 


engineering cooperation available ® 
Long Mfg. Division Borg-Warner 
Corporation — Detroit, Michi- 


gan & Windsor, 
Canada 
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Norge Introduces ‘38 
Line of Major 
Appliances 


(Concluded from Page 8, Column 5) 

All models have full rock-wool 
jnsulation. Cooking top is of acid 
resisting porcelain enamel; drip pans 
of one-piece porcelain enamel. Choice 
of hardware includes red, green, or 
delphinium blue. 

Package equipment consisting of 
deluxe lamp, condiments, Norge 
“internal timer,” automatic clock are 
available in various combinations for 
models ER-40-80, ER-38-80, and 
ER-36-80. 


7 WASHERS IN LINE 


Seven newly designed models are 
in the 1938 Norge washer line, in- 
cluding a spin-dry type. Designed to 
harmonize with Norge ironers, these 
two laundry appliances provide a 
matched combination, following the 
trend of the refrigerator and range 
ensemble. 

White refrigerator porcelain is 
used in tub construction of all 
washers except model 118, which is 
puilt of cobalt blue spreckled porce- 
lain enamel. All models with the 
exception of the spin-dry washer are 
equipped with the sealed-in-oil Norge 
Autobuilt transmission, produced by 


—— 


Storage Flexibility 


With its 12-way storage arrange- 
ment, Norge claims that foods as 
bulky as a watermelon can be 
stored in its 1938 models with- 
out taking up excess space. 


Borg-Warner ___ factories. Electric 
models are equipped with “‘life-time” 
lubricated motor. 


Norge wringers are equipped with 
several convenience and safety fea- 
tures. Top models in the line have 
one-piece head; bar safety release; 
lever reset; self-reserving flume; 
automatic roll stop; safety interlock, 
automatic knuckle stopper; wide feed 
boards, and pressure indicator which 
can be set to accommodate thickness 
of various fabrics. Wringer rolls are 
large, semi-soft balloon type, guar- 


anteed for life against 


loosening 
from their shafts. 

Featherweight aluminum agitators 
are standard equipment on _ the 
washers. Agitators of the three top 
models are finished in ‘Norcelain” 
enamel, said to be impervious to 
alkalies and acids, and to cracking, 
chipping, or peeling. All models are 
equipped with steam-sealed tub cover, 
which is said to assure longer heat 
retention and more thorough cleans- 
ing. 

All Norge washers are available 
with automatic drain pump, if de- 
sired. Four models can be equipped 
with gasoline motor. 


The spin-dry washer is a new 
addition to the Norge washer line. 
This centrifugal dryer-type model 
washes, rinses, blues, and dries, all 
in one machine. i 


Tub construction and agitator are 
similar to other top models. Dryer 
compartment is finished in refriger- 
ator porcelain; water is removed 
from clothes through forced extrac- 
tion and spin rinsing. Spinner basket 
operates at 750 r.p.m. 

Centrifugal pump is furnished as 
standard equipment. Controls for 
agitator, dryer basket, and pump are 
conveniently located on the chassis 
outboard between tub and dryer. A 
quick-locking device on one washer 
leg keeps it from moving when in 
use. 


NEW !IRONER MODELS 


Six floor models and one press 
ironer are featured in the 1938 Norge 
line. 


Norge ironers are rotary type. 
Rolls are open-end type, non-sagging. 
Scratch-proof ironing shoe _ has 
divided heat elements, with heat 
range between 250 and 450° F. 


Heat selector, mounted on top of 
shoe, permits selection of variable 
temperatures in right and left halves 
of shoe. 


Two roll speeds are provided: slow, 
for heavy or damp fabrics, and high, 
for light-weight and drier garments. 
A locking device on the casters pre- 
vents moving of ironer while in use. 
Knee control leaves both hands free 
to handle clothes. Cabinet cover 
serves as a Shelf while ironing, and 
as a utility table when not in opera- 
tion. 

The Norge press ironer is an 
inexpensive model, designed for 
apartment or hotel use; it can be 
hung in the closet or stored on a 
convenient shelf. It has no motor 
or moving rolls. Operating control is 
provided in the handle for left hand 
to raise and lower shoe, and right 
hand lever to apply pressure. 


38 Electrolux Units Sold 
For Tourist Cabins 


SALT LAKE CITY—Servel Elec- 
trolux gas refrigerators are installed 
in eight of the 38 white stucco 
cabins in Mission Motor Court, 
modern tourist camp on the northern 
outskirts of this city. 

Mountain Fuel Supply Co., local 
utility, sold the eight units, which 
are installed in the kitchenettes of 
the deluxe cottages. 


fobbers are Interested in 


we 


Performance =~ 


Hotpoint Imperial 


One of the 
“Imperial” series in the 1938 
Hotpoint refrigerator line. 


Buford Co. Opens New Store 


In Fresno, Calif. 


models in the 


FRESNO, Calif. —- Buford Co., 
claiming to be the oldest appliance 
dealer in this city, has opened a new 
and larger department store for the 
sale of Grunow refrigerators and 
radios and Easy washers and ironers. 


y 


Hotpoint Distributors 
See New Dishwasher, 
1938 Refrigerators 


(Concluded from Page 4, Column 5) 
styled accessories, including two mix- 
ing bowls, three ‘“‘left-over’’ dishes, 
all with covers, a butter dish, and a 
crockery water decanter. 

An improved cold control, with 
16-point adjustment, consists of a 
single knob or control located at the 
top of the speed freezer. Defrosting 
is accomplished with one _ simple 
operation. 


Hardware is styled and stream- 
lined. It is of brass, heavily chrom- 
ium plated to prevent rusting or 
deterioration of appearance. Rust- 
proof screws are used throughout. 

Hotpoint continues its _ five-year 
protection plan on the new line. This 
warranty and replacement contract 
insures against mechanical defects 
and protects the owner from exces- 
sive repair costs for a _ period of 
five years. 


Individual Coils Installed 
For 63 Offices 


CHICAGO—A year-around air-con- 
ditioning system has been installed 
in National Aluminate Corp.’s new 
windowless building here. Robert E. 
Hattis, Chicago consulting engineer, 
designed the system, which has indi- 
vidual branch ducts for every one 
of the 63 rooms. 

Each duct is equipped with a heat- 
ing and cooling coil so that the 
temperature of any room may be 
raised or lowered. 


Hotpoint will point to “five zones 
of cold for proper preservation 


of all food items” in its 1938 
models. Numbered above are the 
five different zones. 


3 Air-Conditioning Jobs 
Sold in Springfield, Mass. 


SPRINGFIELD, Mass.—tThree air- 


conditioning installations having a 
total of 19514 hp. were made last 
month. 


Largest of these jobs was the 150- 
hp. Westinghouse system installed in 
the new Neisner 5 cent-to-$1 store. 
A 27-hp. Carrier system was installed 
in the new Kresge 25 cent-to-$1 store, 
and an 181'-hp. General Electric 
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“THIS MUCH MORI 


THE GREATEST SALH. 


the past six years Crosley has experienced phenomenal growth with § Of « 


the exclusive Shelvador Electric Refrigerator. This growth now dic- § Grou 
tates plans for the most elaborate expansion program in the Electric f the : 
Refrigeration Industry. All plans have been completed .. . the program § Shel 
of expansion is now in full operation. Carload shipments—advance orders § and 
—of the new 1938 Crosley Shelvador are on the rails to every section of § cond 


the country and the greatest Shelvador in Crosley history is now ready. 


Su 
Chief in the program of expansion is the new $1,000,000 Crosley plant at “ 
ali 
Richmond, Ind. _ The first of four units to be built on this 90-acre tract, ™ 4 
and « 


this building, 200 feet wide by 1200 feet long, incorporates the most effi- 
cient production facilities known to the industry. It is served by two 


trunkline railroads and is already producing at the rate of 1500 Shelvador § You « 


refrigerators daily. no fi 


THE CROSLEY RADIO CORPORATION 


HOME OF WLW 
THE WORLD’S MOST 
POWERFUL BROAD- 
CASTING STATION 


5 0 0 ’ 0 0 0 W | T T S - ; Shown above 2 sas ye gees fire we on built b 
: q . This unit "RP an 
70 ON YOUR DIAL New $70,000 “‘Inside Proving Ground” at Crosley Cincinnati Plant. cand We padaotien ide with ‘ cap' Shee 


CROSLEY DISTRIBUTORS CONVENTION - NETHERLANGLAZ 


DEALER CONVENTIONS THROUGHOUT THE NATION PING 
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SHELVADOR” 


| STORY EVER TOLD! 


ith § Of equal importance in the expansion program is the $70,000 ‘‘Proving 


ic- ] Ground’? installed at the Cincinnati plant. Here, Crosley has developed 
ric § the most modern air conditioning chambers for product quality control. 
im § Shelvador refrigerating units are tested under controlled temperature 
srs and humidity conditions that approximate extremely severe climatic 


of & conditions. 


dy. 

Supporting this program is a product that establishes new standards for “WATCH CROSLEY 
Be quality manufacture and low cost of operation ...an augmented executive IN 1938” 
- and engineering staff ...and an alert distributor and dealer organization. POWEL CROSLEY, Jr 
fi- The Gy a 
wo 


dor § You can’t go wrong with the 1938 Crosley Shelvador. It’s right! There is 
no finer electric refrigerator than the 1938 Crosley Shelvador! 


CINCINNATI-Powel Crosley, Jr.,pres. “=== 


Pioneer Manufacturers of Radio Receivers 


CHARLES R. D’OLIVE 
Vice-President, 


In charge of the 
Refrigeration Division. 


ss 


me 
=a 


HERBERT MONEY 


Chief Engineer of the 
Refrigeration Division. 


rst unio be built by Cresey on the 90- 


init 2 and 1200 feet long, is the last i i 
a cap" Shelvador cabinets per day. Engineering Staff, Refrigeration Division of The Crosley Radio Corporation. 


NOLZA - CINCINNATI - NOVEMBER 29-30 


These are the men up in the front line 


y IN G & fp L L 9 ® i Mt G T ¥ 0 oo E e " $ as the 1938 Crosley Shelvador “Big Push” 
for record refrigerator sales begins. 


JOHN W. CRAIG 
Assistant to Chief 
Refrigeration 
Engineer. 
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Supply Jobbers 
March On 


UBLICATION of the by-laws 

of the National Refrigeration 
Supply Jobbers Association as 
amended at the _ association’s 
annual convention in Chicago 
earlier this month (see story on 
page 1), marks another step for- 
ward by a relatively new industry 
group which has made astonishing 
strides in cooperative activity over 
a short period of time. 


Five years ago refrigeration 
parts jobbing as a business was 
practically non-existent. Two years 
ago a small but very representa- 
tive group of the refrigeration 
supply jobbers active in the field 
at that time met at the offices of 
REFRIGERATION NEws in Detroit 
and in two days’ time welded 
together an organization and drew 
up a set of by-laws. 


Problems Encountered at 
First Two Meetings 


That first meeting was highly 
informal, and those participating 
were not skilled in the technique 
of cooperative activity (the writer 
well remembers having rummaged 
through the files in the News 
office to find a sample set of 
association by-laws that would 
serve as a model for the ones 
the jobbers were trying to draw 
up). But what the jobbers present 
at that meeting lacked in technique 
was made up by their earnestness 
of purpose, and their desire to 
form an organization that would 
keep the new division of the 
refrigeration and air-conditioning 
i industry which they represented 
‘ on a high plane. 


Second meeting of the associa- 
tion last November in Memphis 
found the association still in a 
: formative stage. The business 
had grown tremendously in a year, 
and all sorts of divergent elements 
were getting into it; even the 
oldest jobbers in the business were 
not certain as to how they were 


going to meet some of the prob- 
lems of policy which confronted 
them. 


To some it seemed that many of 
the members left the Memphis 
meeting with a feeling of discour- 
agement about what had been 
accomplished at the second con- 
vention, but there were practically 
none who did not express great 
hopes for what the association 
might accomplish in the future. 


That those hopes were borne out 
during the past year was well 
demonstrated at the Chicago con- 
vention. It was not only demon- 
strated by the fact that there were 
jobbers present who had traveled 
thousands of miles for the con- 
clave, nor by the mere fact that 
the association is now claiming 
that its members do 75% (and 
that’s probably a _ conservative 
estimate) of all the refrigeration 
parts supply business. 


All Jobbers Take Part 


In Discussions 


The real demonstration of the 
faith that the members have in 
the future of the association was 
in the earnestness with which they 
tackled the problems at the busi- 
ness sessions of the convention 
and the manner in which nearly 
every jobber present took part in 
the discussions. 


To one sitting in at the sessions 
it was evident, that those present 
considered the association a vital 
force in their business, and that 
their chances of continued success 
were somewhat inextricably bound 
up in the future fate of their 
cooperative activity. When an 
association engenders that feeling 
in its members, it is bound to be 
a potent force in the industry. 


There was another commendable 
element in the recent Chicago 
convention of the jobbers in the 
fact that doors were not barred 
to anyone, and that no sergeant- 
at-arms was on hand to scrutinize 
and filter out any who might not 
be on the “right side.” <A free 
and frank discussion on all prob- 
lems was participated in by both 
members and non-members, and 
we personally think this a much 
healthier procedure than the secret, 
furtive meetings held by many 
associations—a policy which often 
has led to their downfall or impo- 
tency because such meetings breed 
suspicion and enmity. 


Results of Convention 
Shown in By-Laws 


The proof of the pudding is in 
the eating, and the worth of an 
association is measured by its 
accomplishments. No matter how 
free and frank and earnest the 
discussion at the recent convention, 
if no answer to the problems set 
before it had evolved, the meeting 
could not have been termed a 
complete success. 


But some results did evolve, 
and some of them are to be found 
in the by-laws. For the problems 
facing the association were the 
questions of just how the jobbers 
were going to conduct their busi- 
ness, and just what restrictions 
they were going to impose on 
themselves to qualify for member- 
ship in the association. 


In their amended by-laws the 
members of the National Refrig- 
eration Supply Jobbers Association 
have given their answer. Their 
function is to sell parts at whole- 
sale, and they will not sell at 
retail or do retail service work, 
according to the provisions just 
made public. 


, Sales 


Whether these restrictions are 
right or wrong, wise or unwise, 
is not to the point here. What is 
important is that the members of 
an association faced an all-impor- 
tant problem, gave it a fair 
hearing, and then agreed upon an 
answer by majority ruling. 


In two short years of working 
together the members of the 
National Refrigeration Supply 
Jobbers Association have developed 
a unified thinking on _ business 
policies and practices, and what’s 


more they have done it fairly 
and openly, by the “democratic 
process.” 


One Item with 
A Big Market 


EESSIMISTIC CONVERSATION 

pervades the Pullman diners 
and club cars these days. One 
even hears lugubrious prediction 
at the distributor conventions 
which are piling up on top of one 
another currently. Many specialty 
products have been hard hit in the 
last two months—notably auto- 
mobiles, radios, and washing 
machines. 


But mention one item—unit air 
conditioners—and faces brighten 
up at once. Here is a product that 
everybody seems to _ feel will 
“go to town” in 1938. 


Acceptance for air conditioning 
is growing steadily. Everything is 
contributing to its ascendancy. 
People’s entire lives are being 
affected by air conditioning now— 
from the hospital where they are 
born to the mortuary where they 
are laid away. 


In theaters where people amuse 
themselves, in restaurants where 
they lunch, and in trains (all 
places where they have time to 
think, to notice their surroundings, 
and to get acclimated to air 
conditioning) the gospel is being 
spread. And few new products 
have ever received so much free 
advertising and publicity. 


Unit Air Conditioner 
Beats Price Objection 


Principal obstacle to tremendous 
volume has_ been price. 
That’s where the unit air condi- 
tioner comes in, and on three 
counts, viz.: 


(1) Manufacturing costs are cut 
because mass production methods 
can be utilized. 


(2) Installation costs can be 
reduced drastically through the 
elimination of inflated union labor 
rates. 


(3) Resale value of air-condi- 
tioning units is high, especially as 
compared with the _ reclamation 
value of the parts to a locally- 


fabricated air-conditioning system. | 


Combination of all three of the 
above factors makes an air-condi- 
tioning unit a real bargain, indeed; 
and prospects are becoming in- 
creasingly appreciative of such a 
“good buy.” 


Specialty Sales Methods 
Can Be Applied 


Still another factor which is 
contributing to the optimism of 
those who survey prospects for 
unit air conditioners is the fact 


that they can be sold by specialty | 


selling organizations. 


Beginning with John Patterson 


and the cash register, the specialty | 


selling outfits have always been 
able to achieve extraordinarily 


high volume with corresponding 
profit. And from automobiles and 
vacuum cleaners down through 
electric refrigerators and ranges, 
it has been invariably true that a 
product has never achieved wide 
distribution—or an industry at- 
tained stature—until it was put 
into the hands of the specialty 
salesmen. 


Mass production units sold by 
specialty methods—that, most ob- 
servers are predicting, will be the 
story of air conditioning in 1938. 
Several of the largest organiza- 
tions in the field are thinking and 
planning along those lines right 
now, and before many weeks have 
passed, will be making news with 
the inauguration of activities 
designed to get their share of the 
business which they feel is coming. 


Footnote to dealers: if business 
prospects are worrying you, get 
ready to sell unit air conditioners. 
Refrigeration successfully thumbed 
its nose at the last depression; 
air conditioning seems destined to 
defy the next one (if any). 


LETTERS 


Obsolete Water Valves 
On Ammonia Machines 


Baker Ice Machine Co., Inc. 
Omaha, Nebraska 
Nov. 16, 1937. 
F. M. Cockrell: 

We acknowledge with thanks your 
interesting letter dated Nov. 13 in 
response to our letter of Nov. 5 
relative to an editorial published by 
your Mr. Newcum under the heading, 
“Ammonia Machines Demand Fre- 
quent Attention and Offer Oppor- 
tunity to Service Men.” 

We note from your comment that 
it is your opinion the writer must 
have misinterpreted the purpose of 
Mr. Newcum’s article on the servicing 
of ammonia machines, you advising 
that you contemplate publishing the 
writer’s letter, together with a reply 
from your Mr. Newcum—you having 
enclosed a_ galley proof of both 
articles. 

May I state for your information, 
it was not the writer who first mis- 
interpreted this article (if such is the 
case)—we having received comments 
from our different distributors rela- 
tive to this letter, and the writer 
merely concurring in their viewpoint, 
therefore, we feel that a clarification 
on your part would be in order. How- 
ever, Mr. Newcum’s reply to our 
letter does not entirely clarify the 
situation for the following reasons: 

In Mr. Newcum’s statements Nos. 1 
and 2, he still implies the ammonia 
type of plant is more expensive to 
operate if the condenser is not clean- 
ed at regular intervals—also due to 
service in many localities it is difficult 
to obtain, whereas the actual situa- 
| tion is due possibly to the fact that 
older ammonia type of units are 
equipped with obsolete models of 
water control valves which are not 
sensitive to adjustments. 

As a matter of fact, until the last 


year or two, the water controlled 
valves on all low-pressure units were 
a source of trouble in maintaining 
proper adjustments, and even today 
| there is much room for improvement 
| in the design and operation of auto- 
matic water control valves as you 
will find upon investigating large 
chain store buyers of small refriger- 
| ating units show a preference for 
air-cooled condensing units to elimi- 
| nate the expense and maintenance of 
| water-cooled units with the low- 
pressure type of plant. 
| As to the difficulty of obtaining 
| service engineers in the different 
localities for either the ammonia type 
of plant or other low-pressure types, 
wish to advise this problem is even 
more difficult with the low-pressure 
unit—due to the fact there are so 
many more low-pressure type plants 
| in operation than the ammonia type 
| of plant, and in the smaller communi- 
ties, you will invariably find the local 
service man is inexperienced, and not 
familiar with modern developments 
made from time to time in control 
equipment. This being also true in 
the larger cities, where you would 
expect to find efficient service organi- 
zations. 
However, when you stop to consider 
what a problem it is to secure good 
service on your automobile, especially 
| when you experience real _ trouble 
other than tire service, is it little 
wonder you cannot find reliable serv- 
/ ice men in the mechanical refriger- 
| ating field. 


In closing wish to advise that we 
have developed a combination ai)- 
cooled and water-cooled unit of the 
low-pressure type to give the plant 
owner the benefits of first condensing 
the hot compressed gases with air and 
finishing the -condensing work of 
liquifying these gases with water, 
which is the only successful method 
of doing the job, especially during 
the hot weather when the critica] 
temperatures of the hot refrigerating 
gases are so near to the actual con- 
densing temperatures when using air- 
cooled condensing units. 

Trusting that we have clarified our 
position in this matter, and assuring 
you of our interest and hearty co- 
operation. F. E. HARTMANN, 

General Sales Manager, 


Confusion of Names 
And Addresses 


“Lake Cupsaw” Erskine Lakes R.F.D. 
West Circle Drive, Wanaque, N. J. 
Air Conditioning & 

Refrigeration News 

11 West 42nd St. 

New York, N. Y. 

Will you please mail me all particu- 
lars, information regarding training 
for your business? I have _ been 
listening to your broadcasts and as 
you state you need young men to 
train for this work I would like to 
know all about it. I do not think it 
would be difficult for me as I am a 
mechanic and building contractor. I 
have been interested in air condi- 
tioning for some time. Thanking you, 
I am VicToR DAVENPoRT, 

Answer: AiR CONDITIONING AND 
REFRIGERATION News has broadcast no 
offers of jobs or training and it has 
been several months since we had an 
advertising representative located at 
the above address in New York City. 

Perhaps you misunderstood _ the 
name of the sponsor or intended your 
letter for Refrigeration & Air Condi- 
tioning Institute of Chicago, which 
has a branch office at 11 West 42nd 
St., New York. This well-known school 
also has a branch office on the fifth 
floor of the Maccabees Bldg. in De- 
troit, where the News offices were 
formerly located. Some _ confusion 
may result from the similarity of 
names and because these addresses 
were formerly used by the News. 


Westinghouse Left Out of 
Water Cooler Listing 


Westinghouse Electric & Mfg. Co. 
Mansfield, Ohio 
Nov. 4, 1987. 
Editor: 

Imagine my complete and profound 
consternation when we failed to ap- 
pear under the listing of those manu- 
facturers who make water coolers. 


The recent supplement to Arr Conpl- 
TIONING AND REFRIGERATION NEWS, pub- 
lished on Oct. 20, does not have us 
in the business at all—either under 
the general listing of water coolers 
or under water cooler cabinets. 


Since you have installed right out- 
side of your office what is probably 


the finest water cooler in the country, , 


it being Westinghouse, I am surprised 
at this omission. 

I'd appreciate very much hearing 
from you as to what the cause for 
the omission of Westinghouse from 
the listing was. I can’t recall having 
received any blanks to be filled in on 
water cooling equipment for this 
particular publication and on check- 
ing the sales department they cannot 
remember having been questioned on 
this subject. 

We have had a little reaction from 
the field and that aids in promoting 
my inquiry into this. 

R. O. RICHARDS, 
Press Bureau. 


Answer: The omission of Westing- 
house from the list of manufacturers 
of water coolers was just a plain, 
old fashioned error on our palt. 
Someone from your office had sent 
in the data, and the card for the 
listing of water coolers supposedly 
went through the proper channels, 
but somehow or other it just didn't 
get into the Commercial Refrigeration 
Buyers’ Guide supplement. 

Anticipating the possibilities of 
errors and omissions, we published 
this preliminary edition of this section 
of the Directory in order to stimulate 
interest on the part of manufacturers 
and also to get new staff members 
experienced on the details of the job. 
Correction will be made in the com 
plete edition of the Directory. 


‘Keep Up the Red Book’ 


Kenneth O. Snyder 
338 Renton Ave. 
Renton, Wash. 
Sirs: 

For the enclosed $2 please reneW 
my subscription to Air CoNnpiTiONING 
AND REFRIGERATION News for S* 
months. Received the Red Book 0. K- 
and find it very good. Keep it UP 
Thank you. KENNETH O. SNYDER 


consi 
of th 
ment 


The 
extrem 
details 
quire é 
mean 
show 
definite 
the mé 
manag’ 
from t] 
tion so 
who is 
constar 
viewpo: 

Give 
hand ¢ 
show n 
associa’ 
be cons 

Don’t 
the mol 
body re 
make n 
associat 
coming 
it for 
the sho 


CATA 


Sa ; " P “ pce See ae P 
oy ry 7 
ai oe | “2 
Saeed 
siie 
Mt a e : ee = ——— SS a aE ———— — 
att , 
cai 
oe 4 | 
oe | 
F | 
| | | 
| | 
| | 
| | T: 
| 
( 
haf ital 
elemé 
} 
— | | | Pe 
a _ | 
| 
| | | | 
er | | 
a 
Ae 
Does | 
a | | | 
«ie ; | P | 
aa | | 
Er | 
te. | | 
* | | 
| | 
| | 
: } | 
“a | | 
‘i : ——_—_ | | Ps 
erin ne 
on 
bcs Po | 
: : | 
: 
| 
*: albanian 
en ! 
| 
| 1 
| 
; | pigs Ref 
| 
ee | ae 
e. Easi 
ery d 
i + 
a | ee % 
ee ‘ ‘ 
hal | 
| 
a 
£ ee THE 
; FR 
‘ | 
in | 
: | | 
W 
i | 
| 
ee e 
? 
ee _ 
ee _ \ 
i 1 
a 
' 
ee 
| 
C—O 
mz 
. | | hes 
ees ; 
es : . f ra F ; set 
os i dete pe eo. 7 .. He Peete PRR ARE g Z abil iy bag ai Se ee ae ak oe ak ott OHA S ; AL BN BEEN SAE Re Ae tL ia Ga Ah, gh FN Mle Se" een aN, MINE ea aad Wiggle wr peereg se 5 BP gS oes Bey bo 
P Ne, Cat alee oe a i. is FF ee te Ee RENAN Breage LRT ah at an NN MMe © Sane Gi Skee easter OM SES CN ioe Pike Sir Narain ae ede des SOT Soi GAS RS eT aie ay cor ee nak eR ery 8 Bia elk Cee, 
be Sh es aan ts * ate * es ald Sa ee =) eet Renee Pe Te IT he YI co BO NS met? ol a Se pee ee ree ere pean yume Eh meg eh a eee. at ASG a, Bo eee SN cena eae» a eet cat bee 
Bey BES LE ciate: Se ie Rare Saas ea ee era asec pean nae Paracel eps es Te rt ae gee a Weer a a ee 
Oa et gate Bete RET tet Bee 8 ag cage” MS Bie SP ey ERE Cate at bet glee A ged. ew YEE ier aes Bega 
’ J it Sy » by ’ ee - ‘ noe ra 2 pit ™ "4 ae a? i Tae Fe nee BY eee i Dm a i P ieee ab 2% Rie; ot li — 


at 


AIR CONDITIONING AND REFRIGERATION NEWS, NOVEMBER 24, 1937 


Making Trade Exhibits 
Pay Dividends 


Digest of an address by F. O. Wyse, Publicity Manager, 

Bucyrus-Erie Co., South Milwaukee, Wis., given at the joint 

banquet of the Refrigeration Supplies and Parts Manufacturers 

Association and the Refrigeration Supply Jobbers Association 
at the Hotel Stevens, Chicago, Nov. 2, 1937. 


HERE are three essential elements or factors that must be 
considered in planning any trade show. Each one of these 
elements, each one of these factors, must be given proper 


consideration if the show is to be a success. 


Slighting any one 


of the elements will result in failure. They are: (1) the manage- 
ment of the show, (2) the exhibitor, (3) the customer or prospect. 


THE MANAGEMENT 


The management of a show is an 
extremely important matter and the 
details connected with the work re- 
quire an experienced man. I do not 
mean to recommend a professional 
show management, but I do most 
definitely mean to recommend that 
the management, that is the direct 
management, be separated enough 
from the management of the associa- 
tion so that the experienced person 
who is to run the show will not be 
constantly hampered by conflicting 
viewpoints in regard to minor details. 

Give the show manager a free 
hand and recognize the fact that 
show management is separate from 
association matters as such and must 
be constantly considered in that light. 

Don’t try to run a show just for 
the money that there is in it. Every- 
body realizes that a trade show must 
make money and deliver funds to the 
association for their use during the 
coming year, BUT don’t try to run 
it for that sole purpose alone or 
the show will be a miserable failure. 


Anatonda Copper 


Refrigeration Tubes 


Easily B 


THE AMERICAN BRASS CO. 
FRENCH SMALL TUBE BRANCH 
General Offices: Waterbury, Conn. 


CATALOGUES ON REQUEST 


McCORD RADIATOR & MFG. CO. 


DETROIT, MICHIGAN 


ry 


> 
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Your good manager will know that 
and will satisfy both the exhibitor 
and the customer. 


THE EXHIBITOR 


The manufacturer should remem- 
ber in planning his exhibits that the 
most unselfish exhibit is usually the 
best producing one. Look at your 
products from the other man’s point 
of view and tell him what he would 
like to know about it, not what you 
think he ought to know about it. 


Make your exhibits instructive and 
educational but don’t forget that the 
strongest human impulse is to sit 
down. 


Don’t buy more space than you 
need and don’t buy less space than 
you need to tell your story. Let the 
story you have to tell determine how 
much space you buy, not forgetting, 
of course, that at many shows the 
major contact work is done not in 
the exhibitors’ exhibit but the ex- 
hibitors’ parlors. 


THE CUSTOMER 


The third, and one of the most 
important things, take every last 
step possible to get the prospects, 
the customers of the manufacturers, 
there to attend the meeting and to 
attend the exhibits. 


If your funds are low, give all 
railroads entering the convention city 
a list of your members and prospec- 
tive members. Send news releases to 
all trade papers. Get hold of some 
radio time if you can, someone may 
be glad to donate it to the common 
cause of promoting attendance at the 
show. 


Write all the influential men you 
know in the industry and ask them 
to write to certain other men—use 
the chain letter idea, if you can get 
it started, it will work wonders. 


Get each manufacturer to urge his 
customer to visit the show. Don’t let 
him invite them, some customers may 
expect him to pay their way if he is 
not careful of how he words his 
urging. 

Don’t forget to tell the airlines 
about your conventions, they’ll be 
very glad indeed to help you with 
your promotional work. And the 
hotels, and Chamber of Commerce, 
all of them will be glad to lend a 
helping hand. 


Ask each manufacturer to write 
his salesmen or otherwise instruct 
them to talk about the show to their 
customers, promote the show and ask 
people if they are coming. 

A word to the national association 
and to the management: Don’t insist 
that the exhibits be kept open for 
an unreasonable length of _ time. 
From nine or ten until five is plenty. 
Anything more is just a hardship on 
the manufacturer’s personnel and 
probably does no one any good. 

On the other hand, do not ask the 
exhibitors to close during your busi- 
ness session and meeting. Close the 


exhibits the first morning to get | 


everyone in to hear your president’s 
opening remark but after that let 
the meetings stand on their own feet 
and if they can’t compete effectively, 
let them lose out. It is not fair to 
ask the manufacturer to buy space 
and then close his exhibit and arbi- 
trarily cut his productive time. 

After the show is over, in working 
out the plans for the next show, 
delay the plans until all three of 
the factors or elements responsible 
for the success of this show can meet 
together in committee and discuss 
the problem in detail. 

Recognize each other’s problems 
and don’t go into the room with a 
thin skin. Cast all suspicion aside 
and put your shoulders all to the 
same wheel. That is the only way 
to put across a show. 
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Factory Branch 
In Chicago 


CHICAGO—A new factory branch 
has been established here by Kelvin- 
ator division, Nash-Kelvinator Corp., 
to handle all Kelvinator household 
appliances in the Chicago area (in- 
cluding parts of Wisconsin and 
Indiana as well as Illinois), according 
to an announcement by Ralph C. 
Cameron, sales manager of Kelvin- 
ator’s household appliance depart- 
ment. 

J. L. Conover, formerly western 
regional manager for Kelvinator, has 
been named manager of the new 
branch; Sam Nides, formerly with 
R. Cooper Jr., General Electric dis- 
tributor here, has been appointed 
sales manager. 

Other members of the _ branch's 
personnel include: C. H. Best, ac- 
countant and office manager; H. J. 
Freer, assistant to Mr. Best; G. H. 
Bloom, in charge of the order depart- 
ment. 

Mr. Conover, after several years 
of experience in the refrigeration 
field as distributor, branch manager, 
and regional manager, joined the 
Kelvinator organization in 1933 as 
west coast district manager. When 
Kelvinator adopted its regional set- 
up, he was appointed western regional 
manager. 


16,500 Farm Prospects Are 
Listed in Indiana 


INDIANAPOLIS—Farm prospects 
for electrical household appliances in 
Indiana who are members of the 
Indiana Rural Electric Membership 
Corp. total 16,500, according to an 
association report by M. J. Briggs, 
head of the group. 

Enrollment in the REMC, Mr. 
Briggs said, is expected to reach 
264,000 by March, 1938, 


customers on private utility lines. 


It’s Better To Buy—And Sell 
—Universal Cooler Products © 
Than To Wish You Had! -—y 


Kelvinator Establishes | Kansas City Group Sets 


Quota of 20,000 Radios 


KANSAS CITY, Mo.—Aimed at 
a sales mark of 20,000, of which 49% 
are expected to be replacements, the 
Electrical Association of Kansas 
City’s intensive radio selling cam- 
paign for 1938 was introduced to 
about 100 distributors, dealers, and 
appliance representatives meeting at 
Brookside Hall here recently. 

Joseph F. Porter, Jr., of the 
Kansas City Power and Light Co., 
president of the association, presented 
the campaign. 


Of 90,000 radios in the city, Mr. 
Porter said, about 70% are more 
than five years old and should be 
replaced by new models. Number of 
sets considered poor articles of fur- 
niture is 80%, he said, and 93% do 
not have foreign or long-distance 
reception. 

A great percentage of the 90,000 
sets in use, added Mr. Porter, have 
poor range of tone. With this huge 
potential replacement market, he 
said, the expected 20,000 sales of 
radios in 1938 should be divided into 
49% replacements, 24% second sets, 
and 27% to prospects now without 
radios. 


EH&FA Approves Gibson, 


Mayflower Refrigerators 
For Financing 


WASHINGTON, D. C.—Gibson and 
Mayflower refrigerators are included 
in a new group of electrical appli- 
ances which have been made eligible 
for financing through Electric Home 
and Farm Authority by approved 
dealers. 

Other products in this group are: 
water heaters manufactured by Mis- 
sion Water Heater Co.; milk coolers 
made by Brunner Mfg. Co.;' farm 
motors produced by United Motors 
Service, Inc. 


Home Economist Gives Advice 
On Use of Refrigerator 


SAGINAW, Mich. — Miss Helen 
Noyes, home management specialist 
of Michigan State College, on Nov. 3 
gave instruction in selection and use 
of refrigerators and stoves to a group 
of 20 Saginaw county rural women. 

Meeting for discussion of other 
appliances are being arranged by 
Miss Grace Mitchell, home extension 
leader for the county. 


TAG DIAL THERMOMETERS GIVE 


|... TAGLIABUE MBG. CO. 550 PARK-AVE-BKLYN-NY tie 


including | 


COMPARTMENT TEMPERATURE 
AT A GLANCE . 


Convince that “hard to sell” customer the “easy 
TAG Dial Way’’—Just place the bulb in the 
food compartment or on the evaporator coils— 
set the dial on top of the box as illustrated— 
close door—then watch the pointer—it will move 
almost as fast as the second hand of your 
watch. Within a minute the true temperature 
will be indicated accurately for all to see. You 
need this instrument in your service and sales 
work. 
Catalog No. 1136-25. 


ASK YOUR JOBBER ABOUT TAG 
CONTROLS AND TEST EQUIPMENT 


Get the information today. Write for 


a0 To Idecl SOLUTION TO 


PROBLEM 


Greatly improved in appearance and performance, the 1938 
Universal Cooler evaporators are the finest we have ever built in 
more than 16 years devoted exclusively to supplying the needs 
of the refrigeration industry. By pooling the requirements of many 
manufacturers, we are able to offer these high quality evaporators 
in all sizes from 2 to 5 trays... at unusually low prices. Before you 
contract for your 1938 evaporator requirements, it will pay you to 
find out what Universal Cooler has to offer. Write or wire for details. 


STREAMLINE FR SAFETY4YACCURALY 


TRADE MARK REG. U. S. PAT. OFFIC 


Solder Fitting is the only solder 
type fitting on the market in which POSI- 
TIVE PROOF of a leak-proof joint can actually 
be seen without resorting to a pressure test. 


There is no guess work about STREAMLINE. The solder 
inserted through the feed hole (an exclusive feature) com- 
pletely seals the bonding surfaces, and its appearance at the 
end of the fitting assures you, beyond all doubt, that the joint is 
refrigerant proof, that vibration cannot work it loose, and that it is 
permanent and actually stronger than the tube itself. 

STREAMLINE Forged Brass Fittings are furnished in complete range 
in couplings, tees, elbows, etc., with male and female ends and in re- 
ducing sizes. Send for Catalog and Price List 2003 illustrating our com- 
plete line of Valves, Fittings (solder type and flare), Dehydrators, Strainers, 
etc., for Mechanical Refrigeration. 


MUELLER BRASS CO. 


PORT HURON, MICHIGAN 


IN PIPE FITTINGS 


@ The STREAMLINE 
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puME KIT 


FUMES-GAS 


such as Sulphur Dioxide—do not be- 
long in a man’s lungs. What if they 
are “light,” or the exposure sustained 
is short? How about the effect of a lot 
of little doses? Anyway, it is wiser 
to be protected. Equip for this hazard 


CESCO 
HEALTHGUARD 
FUME KIT 


It is light and compact. No trouble 
to take along. Goes on in a_jiffy— 
comes off the same way. Fits the face 
ee —doesn’t bind or bother. In 
he midst of fumes, gases or mists, 
allows a man to breathe = air— 
work in comfort and security. 


WRITE FOR DETAILS 


Kit comes equipped with cartridges 
for gases commonly encountered in 
refrigeration . . . Ammonia, Sulphur 
Dioxide and Methyl Chloride. ‘art- 
ridges for other gases available. 


CHICAGO EYE SHIELD CO. 


2352 Warren Blvd. CHICAGO, ILLINOIS 


AEC VS. PAT.OFF, 


PONT METHYL CHLORIDE) — ; 


For quick cooling, ice cream cabi- 
nets and milk coolers are equipped 


with ARTIC-charged units. In 
servicing these units, do as_ the 
manufacturers have done — use 


ARTIC (du Pont Methyl Chloride). 


Stocks in standard containers in 
principal cities for prompt delivery. 


AUG. U5. PAT. OFF 


E. I. Du Pont de Nemours & Co., Ine. 
THE R. & H. CHEMICALS DEPT., 
Wilmington, Del. 


ARTIC THE PREFERRED 


METHYL CHLORIDE FOR SERVICE WORK 


UTICA, N.Y. 


FOR 10 


PARTNER YEARS 


U.E.I. and Refrigeration- 


Air Conditioning Industry 
For 10 years U.E.I. has 
supplied this industry 
trained, compe- 
shop mechanics, 
service and installation 
men. Our graduates are 
trained as you want 
them trained. 

Free Pl-cement Bureau 
U.E.I. trained men are 
available everywhere. Use our Free Place- 
ment Bureau when you need help. 


UTILITIES ENGINEERING INSTITUTE 
404 N. Wells St. Established 17 West 60th St. 
Chicago, Illinois 1927 New York, N.Y, 


COMPRESSORS 


TWELFTH SUCCESSFUL YEAR IN 
‘ELECTRIC a ai 


MERCHANT & EVANS CO. 


Phila., Pa., U.S.A. Plant at Lancaster, Pa. 


New Jobber Association By-Laws 
Bars Members from Doing 
Retail Service Work 


(Continued from Page 1, Column 4) 
interest in any form in retail sales, 
service, or contracting for service in 
any phase of refrigeration or air 
conditioning. 

Thus it appears that to be eligible 
for membership, the supply jobber 
must not do any sales or service 
work at retail. 

Another point debated before and 
at the convention was whether a 
distributor of complete equipment 
(such as a household or commercial 
refrigerator, or air-conditioner dis- 
tributor) was eligible for member- 
ship in the association. 

Under the definition, which says 
that a member shall be engaged in 
the sale of refrigeration and air- 
conditioning equipment, parts, and 
supplies at wholesale—it would ap- 
pear that a distributor of complete 
equipment would be eligible, if he 
complied with the other requirements 
for membership. 

Complete text of the by-laws as 
amended follows: 


REMOVES HEAT QUICKLY 


ARTICLE I—NAME 


The name of this Association shall 
be NATIONAL REFRIGERATION 
SUPPLY JOBBERS’ ASSOCIATION. 


ARTICLE II—OFFICE 


The office of this Association shall 
be located at 111 West Washington 
Street, Chicago, Illinois, or elsewhere 
as may be determined by the Board 
of Directors. 


ARTICLE III—OBJECTS 


The objects of the Association shall 
be to advance and protect the busi- 
ness interests of jobbers of refrigera- 
tion and air-conditioning equipment, 
parts and supplies, and to promote 
cooperation among the members. 


ARTICLE IV—DEFINITIONS 


(a) The term “Trade” is defined 
to include the following: Servicemen, 
Dealer, Machine Distributor, Con- 
tractor, Ice Cream Manufacturer, and 
other recognized trade outlets. 


(b) The term “Refrigeration Supply 
Jobber” is defined to mean persons, 
firms, or corporations actively en- 
gaged in the sale of refrigeration and 
air-conditioning equipment, parts, and 
supplies at wholesale, who do no 
retail service work for consumers but 
may do shop work for the trade 
on a wholesale basis: provided, such 
wholesale function is not performed 
merely to secure wholesale prices for 


the benefit of allied persons, firms, 
or corporations. 
ARTICLE V—MEMBERSHIP 


(a) Membership in the Association 


shall be limited to Refrigeration 
Supply Jobbers, as herein defined, 
who: 


1. Purchase at wholesale prices at 
least 75% of the following classes of 
products: 

Copper tubing, hard and soft 

Refrigeration valves and fittings 

Accessories 

Refrigerants and 

Belts and pulleys 

Expansion valves 

Controls 

Gaskets 

Tools 

Gauges and thermometers 

Filters and dehydrators 

Evaporators and condensers 

2. Maintain and warehouse a stock 
of such products to supply adequately 
the requirements of the trade. 

3. Distribute to the trade only a 
catalogue, either of his own or an 
aggregation of his manufacturers’ 
catalogues compiled in accordance 
with such rules and regulations as 
may be prescribed by the Board of 
Directors. 

4. Has no financial interest, either 
as a company or through any execu- 
tive, employe, partner, or stockholder, 
in any company engaged in retail 
sales, service or contracting for 
service in any phase of refrigeration 
or air conditioning. 

(b) Each application for member- 
ship in the Association must be made 
to the Board of Directors in writing, 
accompanied by check for the initia- 
tion fee and dues for the current 
dues period. 

(c) Membership in this Association 
is an entirely voluntary matter and 
the Board of Directors reserves the 
right to approve or reject applications 
for membership. 


(d) If.a partnership or corporation, 


lubricants 


the applicant shall designate in his 


| 


application the individual in his firm 
who will act as its Executive repre- 
sentative in the affairs of the Associa- 
tion. Any member may change its 
Executive representative at any time 
by written notice to the Executive 
Secretary. 

(e) Any member may resign at any 
time provided he is not indebted to 
the Association. All resignations 
should be in writing and should be 
addressed to the Board of Directors. 


(f) The Board of Directors may 
suspend for non-payment of dues or 
for other cause deemed sufficient any 
member or representative, provided, 
however, that such member or repre- 
sentative be given notice of such 
intended action and shall be given an 
opportunity to be heard before the 
Board, except where suspension is 
for non-payment of dues. On the 
question of expulsion no accusing or 
accused member or representative 
shall be entitled to vote. 

(g) The Board of Directors may in 
its discretion reinstate to full mem- 
bership in the Association, without 
requiring a second payment of the 
initiation fee, any member whose 
membership has been terminated for 
any cause, providing the member shall 
have removed the cause for the 
suspension. 


ARTICLE VI—INITIATION 
FEES AND DUES 


(a) Each member shall 
initiation fee of $25.00. 

(b) The expense of maintaining the 
Association shall be equitably dis- 
tributed among the members under a 
schedule of dues approved by the 
Board of Directors annually after it 
shall have approved the budget for 
the coming year. All dues shall be 
paid in advance, either annually or 
semi-annually. 

(c) Prior to the beginning of each 
administrative year the Finance Com- 
mittee shall prepare a budget cover- 
ing the estimated receipts and ex- 
penditures for the coming year. The 
Chairman shall present this budget 
to the Board of Directors for consid- 
eration and approval at the last regu- 
lar Board meeting held during the 
current year. 

(d) The fiscal year of the Associa- 
tion shall begin on the first day of 
November in each year and end on 
the last day of the following October. 


pay an 


ARTICLE VII—MANAGEMENT 


(a) Subject to the direction of the 
members given by resolution adopted 
at any regular or special meeting, 
the management of the Association 
shall rest in a Board of twelve Direc- 
tors. At the 1937 annual meeting two 
Directors shall be elected for two- 
year terms and four for three-year 
terms. Thereafter the Directors shall 
be elected in classes of four at each 
annual meeting of the Association, 
said selections to be made with due 
regard to the geographical location of 
said members insofar as may be prac- 
tical to give representation on the 
Board to the different sections of the 
country represented in the Associa- 
tion. 


(b) The Directors shall meet imme- 
diately after the annual meeting and 
choose from their own number a 
President, a Vice-President, and a 
Secretary-Treasurer, who shall hold 
office for one year immediately follow- 
ing the annual meeting and until the 
election of their respective successors. 


(ec) The Board of Directors shall 
have control of the affairs of the 
association, with authority to engage 
and discharge employes and agents 
of the association, set salaries, admit, 
suspend, or expel members, create, 
appoint committees and define their 
duties, to prescribe rules and regula- 
tions with respect to trade practices 
and conduct of members and do 
everything necessary and desirable in 
the conduct of the business of the 
association and in accordance with 
the By-Laws. 

(d) The Board of Directors shall 
fill by appointment vacancies that 
may occur on the Board, among the 
officers or on committees appointed 
by it. 

(e) The Immediate-Past President 
of the Association shall be an ex- 
officio member of the Board of Direc- 
tors, but shall not have power to 
vote. 


ARTICLE VIII—OFFICERS 


(a) The President shall preside at 
all meetings of the Association, and 
subject to the direction of the Board 
of Directors, shall be its executive 
head. 

(b) During the absence or inca- 
pacity of the President, the Vice- 
President shall perform the duties 
and have the powers of the President. 


(c) The Secretary-Treasurer shall 
have the custody of the funds and 
assets of the Association, and shall 
keep for it proper books of account, 
which shall at all times be open to 
the inspection of any Director or 
member of the Finance Committee of 
the Association. He shall disburse the 
funds of the Association under the 
direction of the Board of Directors. 

(d) The Directors may elect an 
executive secretary at such salary 
and for such length of time as they 
see fit, not exceeding one year at a 


time, and may delegate to him the 
management of the Association’s office 
and the general supervision of the 
routine and clerical work of the 
Association and may prescribe such 
other powers and duties for him as 
they may elect. 


(e) The President, the Vice-Pregj. 
dent and Secretary-Treasurer  shajj 
receive no salary or other compensa. 
tion for their services. The Secretary. 
Treasurer may employ such help as 
shall be authorized by the Directors 


(f) A retiring member of the Boarg 
of Directors, who has held the office 
of Director for a full term Of three 
years, shall be ineligible for reelection 
or appointment to the Board untij 
after the lapse of one year from the 
date of his retirement. 


ARTICLE IX—MEETINGS 


(a) The annual meeting of the 
Association shall be held in each year 
on such date and at such hour and 
place as may be fixed by the Direc. 
tors. Not less than 30 days before 
each annual meeting the Secretary 
shall mail to each member a notice 
thereof. 


(b) Special meetings of the Associa. 
tion may be called by the President 
and shall be called by him on the 
request in writing of a majority of 
the Directors, or of not less than 254% 
of the members of the Association. 
At least seven days’ written notice 
shall be given by mail of every specia] 
meeting. 


(c) Twenty-five per cent of the 
members shall be a quorum at al] 
meetings of the Association. 


(d) The Board of Directors, in 
addition to the meeting held immedi- 
ately after the annual meeting, shall 
hold meetings on the call of the Pregj- 
dent or of any five Directors, such 
call to be in writing mailed to each 
Director seven days, or telegraphed 
to him five days, before the meeting, 


(e) At Board of Directors and Con- 
mittee meetings a majority of the 
members thereof shall be a quorum. 


(f) The order of business at meet- 
(Concluded on Page 15, Column 1) 
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FRENCH SMALL TUBE Bronch 
General Offices: Waterbury, Conn. 


LONGER LIFE 


Better performance... because internal 
heat is minimized by Manhattan's exclu- 
sive construction: the endless Whipcord 
is completely floated in rubber, welded 
into a strong tension member which is ‘ 
placed in the neutral axis area. Above 
the tension area is an extensible section; 
below a compression section . . Repeated 
tests prove Manhattan V-Belts run 
smoothly ... noiselessly .. . enduringly. 


Of Raybestos-Manhattan, Inc. 
45 Townsend St. Passaic, N. J. 


EXCLUSIVE CURTIS “CENTRO-RING” 
POSITIVE PRESSURE LUBRICATION 
PROVIDES REAL PROTECTION 


@ The patented ‘‘Centro-Ring”’ system contains only one moving 
part — no gears, plungers or other parts to get out of order. A 
simple, free running ring picks up oil without churning and dis- 
tributes it by centrifugal force to all lubrication points. Connecting 
rods and all other parts are lubricated correctly without regard 


to direction of rotation. 


“Centro-Ring’”’ positive pressure lubrication has been recognized 
throughout the industry as a real step forward in efficient lubri- 
cation, assuring long life and trouble-free service. 


Engineering originality of this 
kind has been responsible for 
the wide use and acceptance 
of Curtis compressors and 
condensing units — for their 
low cost of upkeep and eco- 
nomical performance. 

Write us for full details or 
call your local Curtis repre- 
sentative. 


‘Division of Cu 


seis os seaiee AVENUE | 


CURTIS 


“Builders of Condensing Units Since 1922” 


Canadian Curtis Refrigeration Co., Ltd. 
20 George St., Hamilton, Ont., Can. 
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In the Limelight at the Meeting of the Supply Jobbers 
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Commercial Laboratories 
Organize National 
Association 


CHICAGO—Representatives of 20 
of the principal commercial labora- 
tories of the country, at a meeting 
here recently, organized the Amer- 
ican Council of Commercial Labora- 
tories, one purpose of which is the 
promotion of the proper use of 
scientific testing methods for the 
protection and certification of quality 
in advertised goods. 

Organizers of the council said that 
membership would be restricted to 
those organizations which furnish 
producers, retailers, and consumers 
with unbiased information resulting 
from research work and tests. 

Officers of the council elected at 
the meeting are: Preston S. Millar, 
Electric Testing Laboratories, New 
York City, president; Monroe L. 
Patzig, Patzig Testing Laboratories, 
Des Moines, Iowa, vice president; 


D. E. Douty, United States Testing 
Co., Hoboken, N. J., secretary; A. R. 
Ellis, Pittsburgh Testing Laboratory, 
Pittsburgh, treasurer. 

Members of the executive commit- 
tee are: James H. Herron, James H. 
Herron Co., Cleveland; F. B. Porter, 
Southwestern Laboratories, Ft. 
Worth, Tex.; T. A. Wright, Lucius 
Pitkin, Inc., New York City. 


Ohio Electric Appoints 
3 New Distributors 


CLEVELAND—Ohio Electric Mfg. 
Co., manufacturer of motors, recently 
has appointed three new distributors 
to handle its fractional size motors. 


The new distributors are: C. D. 
Blincoe, Louisville, Ky.; H. L. Pra- 
ther, Minneapolis; and Delavan Engi- 
neering Co., Des Moines. 


In addition to a line of split phase, 
capacitor, polyphase, and shaded pole 
a. c. and d. c. motors, Ohio Electric 
is now producing a line of stream- 
line a. c. motors. 


Henry W. Merkel (sitting) of the 
Merkel Bros. Co., Cincinnati, incoming 
president of the National Refrigera- 
tion Supply Jobbers Association, as- 
sists the retiring president, R. H. 
(Bob) Spangler of the Spangler Co., 


St. Louis, in conducting the business 
sessions on the final day. (Right) 
These Canadian parts jobbers will 
have covered close to 10,000 miles by 
the time they get back to their homes 
from the convention. From left to 


right they are H. M. Milne, Modern 
Household Appliances, Montreal, Que- 
bec; L. C. Batho, Manning Equipment, 
Ltd., Halifax, Nova Scotia; James 
Gibson, Winnipeg Refrigerator Parts 
Co., Winnipeg, Manitoba. 


New By-Laws Passed 
By Jobbers Group 


(Concluded from Page 14, Column 5) 
ings of the Association shall be as 
follows: 
1, Roll call 
2. Reading of minutes of last meet- 
ing 


3. Reading of communications 

4, Reports of officers 

5. Reports of standing committees 
6. Reports of special committees. 
7. Unfinished business 

8. New business. 


ARTICLE X—ELECTIONS 
(a) The Board of Directors shall at 


“A RELIABLE SOURCE 
FOR THE TRAINING 
YOU REQUIRE .. .” 


We have met the demand in 
every respect for the proper 
training of men for the AIR 


CONDITIONING and_ RE- 

FRIGERATION industry. 

Superb equipment in more 
than 9000 sq. ft. of laboratories and 
classrooms. Practical study that gets 
results! Not a correspondence course. 


EMPLOYERS ATTENTION! 


Call on us for the men you need! 

_ Our files of competent men are 
available. No fees to either 

employer or 


; 
employee. 
TIO 
TECHNICIANS INSTITUTE 


244 WEST 14th STREET NEW. YORK 


TEMPRITE 


INSTANTANEOUS. 
BEER and WATER COOLERS 


; Michigan 


Thermo Valves ° 
Expansion Valves 

High Pressure Float Valves 
low Pressure Float Swi 
Magnetic Stop Valves 


Refrigeration Tubes 
, Cal 


THE AMERICAN BRASS CO. 


FRENCH SMALL TUBE BRANCH 


neral Offi es: Waterbury, Conn 


least 60 days before each annual 
meeting appoint a Nominating Com- 
mittee of five members to make 
nominations for the Directors to be 
elected at such meeting. The com- 
mittee shall take into consideration 
that their list of nominees shall tend 
to keep the Board truly representa- 
tive of the various territorial areas 
represented in the Association. 

The Committee shall send to each 
member at least 30 days before such 
meeting a list of its nominees. After 
the issuance of such list, other 
nominations shall be made in writing 
signed by not less than three mem- 
bers, and forwarded to the Secretary, 
provided that such additional nomina- 
tions shall be received by the Secre- 
tary not less than seven days before 
the date of the meeting. The addi- 
tional nominees so named shall be 
added to the list made by the Nomi- 
nating Committee. At any election of 
Directors, those receiving the largest 
number of votes shall be declared 
elected and shall take office immedi- 
ately following the annual meeting. 

(b) At the annual meeting the 
election of Directors shall be by 
written ballot after the transaction 
of new business. 


ARTICLE XI—AMENDMENTS 


(a) These By-Laws may be amend- 
ed, supplemented, or repealed by a 
majority of the members present at 
any meeting of the Association, pro- 
vided the proposed change is_ sub- 
mitted by mail to the last recorded 
address of each member at least 
thirty (30) days before the time of 
the meeting which is to consider the 
change. They also may be amended 
or supplemented by action of the 
board of directors by a two-thirds 
vote of all the members of. said board, 
subject to the approval of the associa- 
tion by mail ballot or at its next 
annual meeting. 


St. Paul Man Wins Guessing 
Contest at Borg Warner 
Exhibit in Chicago 


CHICAGO—William V. Warner, of 
St. Paul, Minn., won the $50 prize 
offered by Borg Warner’ Service 
Parts Co. in the guessing contest 
which it sponsored at the recent Re- 
frigeration Service Engineers Society 
convention here. 

Aim of the contest was to guess 
the number of Weatherhead and 
Mueller fittings contained in a large 
glass bowl. 

Guesses ranged from 320 to 53,900, 
according to Ray P. Johnson, man- 
ager of the refrigeration parts de- 
partment of Borg Warner Service 
Parts Co., but the actual number, 
as counted by H. W. Blythe, Chicago 
jobber, was 1,388. Mr. Warner’s win- 
ning guess was 1,380. 


Century Booklet Gives Data on 
Motor Characteristics 


ST. LOUIS—Just published by 
Century Electric Co. is a 24-page 
book presenting in simple form in- 
formation concerning the electrical 
characteristics and descriptions of all 
types of fractional horsepower motors 
—repulsion start induction, split 
phase, capacitor, polyphase, direct 
current—together with suggestions as 
to selection of particular types best 
suited to meet the requirements of 
machinery and appliances, in both 
normal or abnormal surroundings. 


Jobber Holds School 
For Service Men 


OMAHA~—Interstate Machinery & 
Supply Co., refrigeration parts job- 
ber, held a school session for its sales 
force and for service men and engi- 
neers of air conditioning and refrig- 
eration companies in Omaha and 
Council Bluffs, Iowa, at its plant 
here on the nights of Nov. 15, 16, 
and 17. 

Talks were given by representa- 
tives of Mueller Brass Co., Peerless 
of America, Inc., Henry Valve Co., 
Automatic Products Co., Detroit 
Lubricator Co., and Modern Equip- 
ment Co. 


Dunbar New Manufacturers’ 
Representative in South 


ATLANTA— E. V. Dunbar, former 
southern sales manager for E. Edel- 
mann Co., Chicago, has become a 
manufacturers’ representative for 
Ranco, Inc., Wolverine Tube Co., 
Automatic Products Co., Chicago- 
Wilcox Mfg. Co., Chicago Metal Hose 
Corp., and Carroll Instrument Co. 

Mr. Dunbar’s territory covers seven 
southeastern states. He had been an 
agent for the Edelmann company 
for three years, and for five years 
before that had been sales promo- 
tion manager of W. D. Alexander 
Co., local General Electric distribu- 
tor. 


Hall Heads Technical Sales 
For New Zealand Firm 


WELLINGTON, New Zealand — 
Cecil R. Hall, engineer in heating, 
air-conditioning, and _ refrigeration, 
has been appointed head of technical 
sales for Refrigeration Supplies Ltd., 
and will make his headquarters at 
the branch office in Auckland. 

Mr. Hall has had experience in 
the engineering field in New Zealand 
and in the United States. 


Sioux City Jobber Opens 
Des Moines Branch 


DES MOINES—Refrigeration Sup- 
ply Co., Sioux City, Iowa, jobber of 
refrigeration parts and supplies, has 
opened a branch store here under 
the name of Dennis Refrigeration 
Supply Co. 


THE BUYER'S GUIDE 


KOLD-HOLD | 


ICE CREAM CABINET 


CONVERSION UNITS 


Modernize old equipment . . provide much greater 
storage space for packaged goods . . eliminate brine 
leaks and attendant odors . . reduce weight and sim- 
plify installation . . require a minimum of service . . 
provide ideal temperatures under all conditions 
.. cost less to operate .. quickly and easily 
installed in any standard cabinet at small cost. 


Write for Complete Facts 


KOLD-HOLD MFG. CO. - LANSING, MICH. 


es 


4s Outstandingly 
Superior as the 
KOLD-HOLD System 
of Truck Refrigeration 


FOR SERVICE REPLACEMENT | 


Philadelphia, Pa., 


_& NEW INSTALLATIONS | 


M&E Bare Compressors and complete units, avail- 
able with or without motors and controls, meet 
every need of the Assembler or Service Company 
with high quality, moderately priced. 


One, two and four cylinder models for SO-2, 
CH3CL and F-12. 3 h.p. to 20 h.p. 


Write for new catalog —a valuable reference i 


MERCHANT & EVANS COMPANY 
U.S.A. Plant at Lancaster, Pa. 


Exceptional design. Made of brass. 
Negligible pressure drop. Easily 
removable = screen. Very large 
screen area, Light weight. Trap- 
ping of oil can be entirely pre- 
vented by installing strainer on 
its side or in a vertical position. 
Write for Catalog 62: Dryers, 
Strainers, Valves and_ Service 
Tools. 


HENRY VALVE 0. *cwicaco ice 


Stocked By Leading Jobbers 


BRANCHES 


We protect the Dealer 
Write on your letterhead 


THE HARRY ALTER COMPANY 
«(1728 S. Michigan Ave., Chicago 


NEW YORK: ST. LOUIS:CLEVELAND 


PEERLESS THERMAL EXPANSION 
VALVE—MODEL 7 


BUY 


PEERLESS 


You want a 


by valve body temperatures. 


Peerless Thermal 
requirements—your requirements. 
you to buy. : 


New York Factory 
43-20 34th Street 


Long Island City Chicago 


You want a valve that’s dependable in operation; 
will do its work consistently well, year in and year out; a valve that 
won't stick but opens fully and closes tightly. 


valve whose control is always with the thermal 
a valve that operates equally well in any position and is not affected 


Expansion Valve Model 7 
Naturally then, 


We Know The Kind of THERMAL 
EXPANSION VALVE You Want 


a valve you know 


bulb; 


is built to meet these 
it’s the valve for 


PEERLESS of AMERICA, Inc. 


ESTABLISHED IN 1912 AS THE PEERLESS ICE MACHINE CO. 


Main Factory—General Offices Pacific Coast Factory 
515 West 35th Street 3000 


Main Street 
Los Angeles 


PEERLESS JOBBERS IN ALL PRINCIPAL CITIES 


FOR 


PERFORMANCE 
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THE BUYER'S GUIDE 


SERVICE METHODS 


HIGHEST Filtrine EFFICIENCY 
FILTERS & COOLERS 


WATER FILTERS for 
DRINKING WATER—BAKERIES—BOTTLERS 
FILTRINE MFG. CO., Brooklyn, N. Y. 


ERE’'S something entirely new in tube benders = 
an Imperial hand tube bender that will not only =~ 
handle all types of bends but you can easily form 
round and obround coils with it. Furnished in four 
sizes for %”, 42”, %e” and %” tubing. 

Call your jobber and try out one of 

these new No. 406-F tube benders. 
IMPERIAL BRASS MFG. CO., 565 S. Racine Ave., Chicago 


IMPERIAL 7ube Benders 


VALVES e FITTINGS @ TOOLS e CHARGING LINES e FLOATS e STRAINERS e DEHYDRATORS 


i S 


Pm 


TROCUS 
Refrigeration Shafts 


& Standard in the Refrigeration and Air Condi- 


aah os te ceed tioning industry for reliable, accurate, time 
you our tested service. Send your blueprints and 
monthly specifications for estimates on your’ Shaft 
bulletin, requirements. 

‘‘Modern Shaft 
Craft.” MODERN MACHINE WORKS, Inc. 


Cudahy, Wis. 


5353 S. Kirkwood Ave. 


V-BELTS 


He SON then le ene 


- Dayton V-Belts are the logical choice 

all types of appliances, because they pro- | 
vide silent, dependable transmission— | 
because their powerful grip prevents 
slippage—because they run smoothly 
without weaving, twisting or vibrating. A 
earby distributor carries a complete stock. 
THE DAYTON RUBBER MANUFACTURING 
ie DAYTON, OHIO. . <! 

WORLD’S LARGEST MANUFACTURER OF V-BELT! 


‘V-BELTS _ 


ILLS 


COMPRESSORS 


Jor Commercial Use 


Mills Novelty Company © 4100 Fullerton Avenue * Chicago, Illinois 


Special Characteristics of Servel 
‘Crusader’ Line Summarized 


For Use of Service Men 


BY K. M. NEWCUM 


Note in Figs. 1 and 4, that these 
evaporators are equipped with a 
thermostatic expansion valve. The 
original factory equipped evaporator 
employs the Detroit Lubricator 
thermostatic expansion valve. 

This expansion valve and others, 
(as well as their operating principles, 


The cycle of operation in the 
Servel “Crusader” household refrig- 
erator system may be clearly fol- 
lowed in Fig. 1. 

The Crusader line employs a con- 
ventional, vertical, single-cylinder, 
reciprocating compressor, as may be 


studied in Figs. 1 and 2. 


The sabtion Ye tuto service adjustments, and service difficulties) 


are clearly illustrated and explaineg 
in paragraph 67 of Master Householg 
Service Manual No. 1. The purpoge 
and function of thermostatic valves 
should be thoroughly understoog 
before attempting to make adjust. 
ments or replacements on Seryg| 
Crusader models. 

As will be noted, the location of 
the valve is on the back of the 
evaporator. 

The proper adjustment is to allow 
a perceptible frost film on the 
vaporizer coil to just where jt 
leaves the cabinet and enters the 
chilling unit block, at the time the 
machine is ready to cut off. 


OPERATING CONDITIONS 


The effect of a normal installation 
properly adjusted will be approxi. 
mately as follows: 

When the machine starts up, the 
pressure will be reduced to approxi. 
mately 12 pounds and the tubing 
nearest the expansion vulve outlet 
will become very cold. 

As the suction pressure lowers 


(Concluded on Page 17, Column 1) 


valve (valve No. 1) is located on 
the side of the crankcase. The cylin- 
der head is so arranged that the 
discharge shut-off service valve is 
upside down. Purpose of this ar- 
rangement is to save overall height. 
The complete arrangement of valves | 
and other parts of the condensing | 


Fig. 1—Cycle 
 - 


unit may be noted in Fig. 3. 
Thermal Oil Return 


—— 


of Operation 


Thermostat 
Switch 


Temperature 


Wick 


ECCENTRIC COMPRESSOR er 
The compressor is operated by an 
eccentric and eccentric strap (con- 
necting rod). 
the conventional revolving Servel 


The bellows seal is of TOIT SRE ET ! 
. eer rie % eee 


Regulator Pointer 


1. 


type. Lubrication is by the splash 
system and the correct crankcase 


charge is one pint of Servel white oil. 


ice Cube Tray Core 


An oil plug for determining — the Ceennet Seonaii 
correct crankcase level is provided. Valve Bulb AARP LAY SPT 
and Clamp 


The piston is equipped with two 
piston rings. Piston valve is of the 


conventional Servel reed type and is MI e ee, 
secured to the piston by a self- 
locking cap screw. 


DISCHARGE VALVE 


The discharge valve is of the disc 
type and the valve scat may be 
lapped on the conventional lapping 
block. The valve disc is retained by 
a cage as may be noted in Fig. 2. 

Discharge valve plate is located be- suction "WA 
tween the cylinder and cylinder head. oy 
(See Fig. 2.). oil 

Condenser is of the standard ra- rsaneed 
diator type and the fan on the motor 
pully blows the cooling air through 


the condenser. 


Compressor 
Discharge 


Receiver Shut Off Valve 


Shut, Off Valve 


Fuse Plug 


LIQUID TEST COCK a 


Suction 
Valve Air Cooled Condenser 


A liquid level test cock (see Fig. 
1) is located in the side of the liquid 


| 


receiver. Purpose of this cock is 
to test the liquid level. If, upon 
opening the cock, only gas escapes, 
the level is below the half way mark. 
If liquid methyl chloride escapes, the 
level is above the half way mark. 


In event of excessive head pres- 


DOD stich pressure cas 
GE Ic Pressure ciauio 


LOW PRESSURE LIQUID 


on 


LOW PRESSURE GAS 


sure, predetermined to be an over- 
charge of refrigerant, the liquid test 
cock may be opened until sufficient 
liquid has been exhausted to bring 
the level down to or below the half 
way point which is considered the 
normal receiver charge. 


CRUSADER EVAPORATORS 


Crusader evaporators, shown in 
Figs. 4A, 4B, and 4C are of the 
pressed steel type. They are hot 
galvanized, copper plated, and then 
electro tinned. 


Servel evaporator—model CD-86— 
shown in Fig. 4D, consists of a con- 
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VALVE PLATE 
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RINGS 


' equipped with a porcelain baffle. 


tinuous copper tube cast in an alum- 
inum case. All Crusader models are 
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One Control 
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Fig. 2 shows the construction and 
used in Servei’s 


Servel Crusader 


WASHER. 
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DISCHARGE VALVE 
CAGE & VALVE 


SUCTION VALVE 


ROTATION 
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STEEL 
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NUT 


Principal parts of the compressor 
Crusader line. 
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Condensing Unit Assembly 


DISCHARGE 


SUCTION LINE 
LOUD LINE 
_» SUCTION 
_ SHUT OFF VALVE . 


LIQUID TEST ae 


‘RECEIVER Be 
SHU UT OFF. t 
ALVE 


SPECIFICATION 
RECEIVER NAME PLATE id FILLER 


MACHINE MODEL AND 
NUMBER NAME PLATE 


Fig. 3 shows the condensing unit used on the Servel Crusader line with 
principal parts marked. 


Evaporators in Crusader Models 


a 7 


Fig. 4 illustrates four evaporators used on Servel models. The installation 
of the thermostatic expansion valve on the back of the evaporator 


is shown 


Service Instructions on 
Servel Crusader Line 


(Concluded from Page 16, Column 5) 


the valve will keep opening and the 
decrease in temperature will gradu- 
ally become apparent over the entire 
evaporator, until its effect has 


reached the vaporizing coil at the 
back of the evaporator about the 
time the pressure is nearing the cut 
off point. The bulb will prevent 
frosting back beyond the vaporizer 
coil by restricting the feed, if it is 
properly adjusted and mechanically 
perfect. 

The thermostat (temperature con- 
trol) used on Servel Crusader models 
is shown in Fig. 5. 


Table 1—Amperage Rating of Thermal we 


Thermostat Thermal 


Model Switch Link 
Refrigerator Hp. Volts Cycle Amps. PartNo. Part No. 
CD-46, 51, 61, 71 % 110 60, 50, 30, 25 4.2 1456-68 1460-76 
CD-46, 51, 61, 71 % 220 60, 50, 30, 25 2.1 1456-68 1460-71 
CD-46, 51, 61, 71 % 110 40 4.7 1456-68 1460-77 
CD-46, 51, 61, 71 1% 220 40 2.4 1456-68 1460-72 
CD-46, 51, 61, 71 % 115 DC. 3.1 1456-68 1460-73 
CD-46, 51, 61, 71 % 230 D.C 1.6 1456-68 1460-70 
CD-86 % 110 60, 50, 30, 25 4.2 1456-71 1460-76 
CD-86 % 220 60, 50, 30, 25 2.1 1456-71 1460-71 
CD-86 le 110 40 4.7 1456-71 1460-77 
CD-86 1% 220 40 2.4 1456-71 1460-72 
CD-86 Y% 115 D.C 3.1 1456-71 1460-73 
CD-86 % 230 D. C 1.6 1456-71 1460-70 
Thermostatic Control 
Temperature | —$—$____— Defrosting or 
Control Knob — ae t “Start’'-"Stop”’ 
( ae AS [ Button 
Li —_ —, it) 
Ty — Urry 
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oading Spring Te 
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m= ; Coil 
- aa xy ‘i 
rat Q (N= —pFimemds 1 NX; 
Operating Lever oy preeawas dat aoe Paya 
a \C in ie 
! . T Toggle Lever 
‘ OULS7.7 1. Tv; 
= — 4 4 + —§ Differential Ad- 
L Dd justing Screw 
; 4 1) Transfer Spring 
ie 1 Z cy t 
SSI ie 
—— ‘ | ih-p! ! 
Tube Lock Nut lh siiaall ae ———- Terminal Cover 
Securing Screw 
Bellows Tube for Cover 


Fig. 5—Cutler-Hammer thermostatic control. 


It is typical of household refrig- 
erator thermostats, as described and 
discussed in the section on control, 


Chapter 6, Master Household Service | 


Manual No. 1. 

Its location on the evaporator may 
be noted in Fig. 4C. 

Table 1 shows the amperage rating 
of the thermal link J, Fig. 5, for the 
several models and for various 
cycles and voltages. 

The proper temperature adjust- 
ment for normal refrigerator tem- 
peratures is to place temperature 
regulator pointer on number 1. To 
defrost, pull defrosting button H, 
Fig. 5, out. Push in to start. 


To remove models CD-46-51-61 and 
71 thermostat, disconnect electrically 


by pulling cord from _ receptacle. 
Remove ice cube tray and chill tray 
shelf as well as aluminum conductor 
plate. 


Loosen screw securing thermostat 
tube clamp to right hand side of 
evaporator with a short screw driver. 
Remove two lower screws securing 
baffle to evaporator. Lift up on front 
baffie-thermostat assembly and when 
same is free of baffle hooks, it can 
be drawn forward. 


Disconnect cord at terminals. See 
Fig. 5. Remove thermostat from 
baffle by removing the two dial plate 
screws. 

For model CD-86, disconnect plug 
from receptacle, loosen tube clamps 
from upper left hand side of chilling 
unit with screw driver and then 
proceed as under models CD-41-51- 
61 and 71. 


For service complaints and oper- 
ations, refer to those given for type 
“3B” system in Master Household 
Service Manual No. 2. 


Turner to Head Order & 
Distribution Dept. 
For Kelvinator 


DETROIT—H. S. Turner, assistant 
manager of Kelvinator’s factory serv- 
ice department for the past two 
years, has been appointed manager of 
the order and distribution depart- 
ment of Kelvinator division, Nash- 
Kelvinator Corp., according to an 
announcement by H. W. Burritt, vice 
president in charge of sales. 


After studying in the chemical 
engineering department of Purdue 
university for three years, Mr. Turner 
worked for Recording and Comput- 
ing Machine Co. of Dayton, manufac- 
turing munitions during the war 


period. 
Subsequently he was with the 
research department of Taylor In- 


struments Co., Rochester, N. Y., and 
with the Vail-Kimes Co. of Dayton, 
before joining Frigidaire in 1925, 
where he became assistant service 
manager and later service manager. 
Mr. Turner came to Kelvinator from 
Frigidaire. 


Borg a Made Export 
Agent for Mueller 


CHICAGO—Mueller Brass Co., Port 
Huron, Mich., has named the Borg 
Warner Service Parts Co. as its ex- 
port representative of its refrigera- 
tion products, announces Ray P. 
Johnson, manager of the refrigera- 


THE BUYER'S GUIDE 


v y h y is correct circu- 


lation so important in a Walk-In- 
Cooler? Write for new descriptive 


folder on the self-circulating Rempe 


AUTODRAFT Unit 


COOLER 


Gives facts every refrigerator man should have. 


REMPE CO. 


For 43 years, makers of refrigera- 


tion and air conditioning coils. Sennaneaee ‘Blvd. 


CHICAGO 


QUALITY-BUILT 
COMPRESSORS and 
CONDENSING UNITS 


The CHIEFTAIN line repre- 
sents precision manufacture 
and proven service, and is de- 
signed for all domestic and 
light commercial applications. 
Sizes range % to % HP. 


Write for prices. 


TECUMSEH PRODUCTS CO. 


TECUMSEH, MICH. 


Z—Panm=IZA 


Both manufacturer and service man 
appreciate the many superior features of 
Marsh ammonia gauges. First there is the 
patented stabilizer that protects against 
sudden impact, shock, or pulsating pres- 
sures. Then there ‘is the recalibrator 
which makes it possible to actually 


JAS. P.M 


MARSH Eee 


recalibrate the gauge with a simple screw 
driver adjustment ... and en the 
|patented dial arrangement which provides 
easily read Ls lb. — in e 
| pressure of 


low 


ARSH CC CORPORATION 
2067 Seiten Avenue, Chicago, 


Ceepsne -Proef 


FITTINGS 


“Built Right to Stay Tight’’ 


Every style and size of forged flared 


try is available from standard stock 
Commonwealth. 


variation in pipe and tube ends. 
Special fittings made to order. 


designed, carefully machined, and tu 
seats are protected in shipping. 


COMMONWEALT 
BRASS CORPORATIO 


tion and heating department of the | 


Service parts company. 

Included 
valves, manifolds, 
and copper tubing. 

Borg Warner Service Parts Co. is 
also export representative of Henry 
Valve Co., Chicago, manufacturer of 
ammonia valves and fittings, driers 
and strainers, and Electrimatic Corp., 
Chicago, maker of automatic con- 
trols, vandal and safety devices. 


flared fittings, 


in the Mueller line are | 


Commonwealth at Grand Trunk R. R. 
DETROIT, MICH. 


tube fitting for the refrigeration indus- 


at 


Thousands of semi-standard patterns 
enable us to quickly furnish any desired 


Commonwealth fittings are correctly 


be 


25 years of service to the industry. 
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‘ GIVES YOU SPEEDY 
V-BELT SERVICE... 


Go to Gilmer jobbers for quick service 
everywhere, always. Immediate deliveries. 
Full stocks always on hand. No time lost, 
no customers lost. Better go to Gilmer. 


L. H. GILMER CO., Tacony, Philadelphia 
The Oldest Firm of Rubber Fabric Belt Specialists 


Modern in its beautiful streamli 
design and _ ultra-modern in 
advanced mechanical construction 


(Illustration reduced size) 


KASON HARDWARE CORPORATION 


127-137 WALLABOUT ST., BROOKLYN, N. Y. 


the new KASON 
LATCH K-72. 
handle which can be cleverly adjusted 
point upward, outward or downward. 


CAT. NO. 


K-72 


WRITE FOR DESCRIPTIVE LITERATURE 


A NEW KASON FORGED-BRASS LATCH 


FEATURING THE PATENTED, 
REVERSIBLE HANDLE 


ne 
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CLASSIFIED 
ADVERTISING 


—_— 


RATES: Fifty words or less in 6-point 
light-face type only, one insertion, $2.00, 
additional words four cents each. Three 
insertions $5.00, additional words ten 
cents each. 

PAYMENT in advance is required for 
advertising in this column. 

REPLIES to advertisements with Box 
No, should be addressed to Air Condition- 
ing and Refrigeration News, 5229 Cass 
Ave., Detroit, Mich. 


POSITIONS WANTED 


AIR CONDITIONING and refrigeration 
engineer desires connection with reputable 
manufacturer or distributor. Trained in 
factory Schools and eight years’ experi- 
ence with Kelvinator and Carrier Engi- 
neering organizations. Capable and quali- 
fed to take complete charge of any 
service, installation, engineering and sales 
organization. Excellent references fur- 
nished upon request. Box 993, Air Condi- 
tioning and Refrigeration News. 


MIR CONDITIONING engineer and sales 
manager desires a position with a respon- 
sible manufacturer or an_ established 
distributor. Have had 15 years’ experience 
in design and selling of summer and 
winter air conditioning. Also 7 years’ 
experience in the design and sale of com- 
mercial refrigeration. At present employed 
as district manager in 7 states for a 
large manufacturer. Would like a connec- 
tion with a smaller territory and less 
traveling. Box 988, Air Conditioning and 
Refrigeration News. 


AGGRESSIVE YOUNG refrigeration sales 
engineer and department manager desires 
change. Thoroughly experienced in all 
sizes of ammonia and low pressure com- 
mercial refrigeration, ice plants and air 
conditioning. Prefer eastern location. 
Available after reasonable notice to pres- 
ent employer. Compensation open. Refer- 
ences furnished. Box $94, Air Condition- 
ing and Refrigeration News. 


SALES MANAGER. If you need a man 
who has had eight years’ experience in 
retail and wholesale merchandising, an 
expert on sales promotion and correspond- 
ence, personnel and advertising, the writer 
of this ad will be happy to discuss a 
connection with you. At present employed. 
Box 995 Air Conditioning and Refrigera- 
tion News. ‘ 
ARE YOU looking for a salesman who 
can create and maintain the good will of 
your dealer organization? One who has 
pioneered the domestic and commercial 
refrigeration field both in sales and 
service? Experienced in all major appli- 
ances. 38 years old. Married. I can offer 
an excellent background of _ training, 
experience, and loyalty to my employer. 
Mainly interested in a territory for a 
manufacturer or distributor of appliances 
or parts. Available December 15. Box 
996, Air Conditioning and Refrigeration 
News. 


BUSINESS OPPORTUNITY 


WELL ESTABLISHED refrigerator and 
appliance business doing nice volume. 
Distributors for commercial refrigeration 
and air conditioning, one of the leading 
makes. Doing an outstanding job in one 
of the most prosperous cities in the 
southeastern part of the country. Owner 
has other business interests. L. S. SACHS, 
Mutual Bldg., Richmond, Va. 


PRANCHISE AVAILABLE 


SOLE DISTRIBUTOR and blowing con- 
tractor wanted in your territory to handle 
and install our line of Rockwool products. 
Unusual chance to tap the market, in- 
sulating new and existing homes. We 
cooperate and assist our dealers in start- 
ing. Large earnings and only small 
investment. Write Box 304, Wabash, 
Indiana. 


EQUIPMENT FOR SALE 


DEALERS! SERVICEMEN! Lower your 
parts costs. Brand new nationally known: 
Expansion valves (sealed cartons) $1.95 
each; 25 or more, $1.75; 50 or more, $1.65. 
Delco motors (brand new) % H.P. $7.35. 
Brand new nationally known: Evapora- 
lors, 2 tray, $6.50; 3 tray, $8.50; 4 tray, 
$895, all complete with doors and trays. 
Cutler-Hammer thermostats (brand new) 
8295. Glass defrost dishes, 13 x 8%, $.39. 
Fan and pulley assemblies (new) assorted 
sizes, three blade, $.25. Air cooled con- 
densers, large, commercial, suitable up to 
4 H.P. highsides, $.89. Double row con- 
densers suitable for highsides up to 1 
HP., $4.75. FEDERAL REFRIGERATOR 
CORP., 57 Hast 25th St., New York, N. Y. 
[ 


DEALERS ! SERVICEMEN! Attention! 
omoco (Johnson Motor) and one other 
nationally known manufacturer’s high- 
sides, % H.P. less motor, $19.95, with 
Motor, $26.00; % H.P. twin cylinder (less 
en $22.50, with motor, $29.50. All 
aa new solenoid water valves (A.P.) 
= Voltages, $1.00, 110 volt, 60 cycle $2.00. 

_brand new A.C. motor starting ca- 
Pacitors, $1.39, Brand new genuine Gibson- 
oa old-Sparton seals, $3.25 each, 12 or 
AT on ee each. FEDERAL REFRIGER- 
NY CORP., 57 East 25th St., New York, 


ee 


REPAIR SERVICE 


DOMESTic 
De MESTIC CONTROLS repaired. Ranco 
Hana, t¥Pes $1.75. General Electric, Cutler- 


te types $2.50. Mayson and Detroit 
valve $1.15. Thermostatic expansion 
specif $3.50. All calibrated to factory 

Cations, UNITED SPEEDOMETER 


WPAIR COMPANY, 436 West 57th Street, 
“ew York City. 


ia PATENTS 

oom YOUR patent work done by a 

en ist. I have had more than 26 years’ 
ence in refrigeration engineering. 


font Searches and reports. Reasonable 
Paten H. R. VAN DEVENTER (ASRE), 
t Atto 


rney, 
New York City” 342 Madison Avenue, 


Trade Commission Files Complaint Against 
Diesel School Advertising 


WASHINGTON, D. C.—In its 
drive to stamp out fraudulent 
advertising and unfair methods of 
competition, the federal trade com- 
mission has issued a _ complaint 
against Diesel Engineers, Associated, 
Los Angeles, engaged in the sale of 
correspondence courses of instruction 
in the construction, operation, main- 
tenance, and repair of air-condition- 
ing equipment and Diesel engines. 

The complaint, issued Nov. 6, is 
directed against Roy E. and Florence 
A. Reed, who, the commission states, 
are trading under the firm name, 
with an address of 805% S. Flower 
St. 

The commission charges that ad- 
vertisements inserted by the respond- 
ents in the “help wanted” columns 
of newspapers allegedly lead pros- 
pective students to believe that, 
while working for pay in a factory 
where air-conditioning equipment 
and Diesel engines are constructed 
and repaired, they will be afforded 
an opportunity to learn such trades. 


ADVERTISEMENTS QUOTED 


Among the advertisements quoted 
in the complaint were the following: 
“DIESEL 

Air-Conditioning Refrigeration 
Classes now forming. Summer rates 
in effect. Jobs furnished while train- 
ing. You can work and earn while 
you learn. 

DIESEL ENGINEERS 
ASSOCIATED 
Room 715. Hotel Whitmore. Sunday 
Only.” 

“MEN—Small but welcome earn- 
ings while learning Diesel. Mechani- 
cally inclined ambitious men only. 
Minimum initial fee $15. Write Box 
61-G. News-Journal.” 

The complaint charges that such 
advertisements are merely “blinds” 
to contact prospective purchasers of 
the courses, inasmuch as the re- 
spondents do not own or operate a 
shop or factory where air-condition- 
ing equipment and Diesel engines are 
manufactured and repaired, nor do 
they provide employment in such a 
place for persons who respond to the 
advertisements. 


LETTERHEAD CITED 


In corresponding with prospects, 
the respondents are said to use 
letterheads on which appear the 
names of five men, one designated 
as chief of staff, another as chief 
consulting engineer, and the others 
as consulting engineers, while in the 
agreement signed by the student he 
is described as a “member,” the 
agreement of enrollment referred to 
as a “membership” and the diploma 
to be awarded upon completion of a 
course is called an “associate engi- 
neering membership.” 

By means of such representations, 
the respondents, according to the 
complaint, falsely imply that the 
organization with which the “mem- 
ber” is to be connected is a bona fide 
association of engineers, and that the 
persons designated as chief of staff 
or as consulting engineers possess a 
thorough education and wide experi- 
ence and are competent to give 
valuable professional advice in engi- 
neering matters. According to the 
complaint, the organization is simply 
a trade name adopted by the re- 
spondents to promote the sale of 
their courses. 


MISREPRESENTATION ALLEGED 


The FTC alleges that Diesel Engi- 
neers, Associated have grossly mis- 
represented the nature and extent of 
the equipment available to “mem- 
bers” in their “shops” and that they 
have exaggerated the training and 
experience of the teachers which 
they employ. 

It is also alleged that the respond- 
ents have represented to prospective 
purchasers of their courses of in- 
struction that upon completion of a 
specified number of assignments, the 
respondents will return to purchasers 
the initial amount of money paid for 
the ‘‘membership” and represent that 
if the earnings of the ‘“member” are 
not sufficient to enable him to live 
in Los Angeles while receiving in- 
struction in the school’s “shops” that 
the initial payment made will be 
returned. This, it is alleged by the 
FTC, is not done. 

It is also represented to prospec- 
tive students that if the student is 
unable to finish the course, all the 
money which he paid in will be re- 
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turned, and this, according to the 
FTC, is not the case. 

The complaint charges that in 
many instances the respondents rep- 
resent that the prices of their courses 
are special prices, available for a 
limited time only, and in other 
instances that the price is to be 
increased by $25 or $50 in the near 
future. The so-called special prices 
purportedly offered for a_ limited 
time, according to the complaint, are 
the prices at which the courses 
regularly are sold, and prices are 
not increased as represented. 

The complaint charges violation of 
Section 5 of the Federal Trade 
Commission Act. 


Doctor Explains Benefits 
Of Air Conditioning 


To Hospital 


BOSTON—Dr. Albert G. Young, 
medical director of the Corey Hill 
hospital, first hospital in New Eng- 
land to install air-conditioning equip- 
ment, was guest speaker at the 
November meeting of the Air Condi- 
tioning Bureau of Boston. 


Dr. Young spoke on the benefits of 
the hospital’s air-conditioning sys- 
tem in both summer and winter 
operation, the effect of the system 
upon patients in cases of arthritis, 
rheumatic fever, asthma, hay fever, 
heart disease, and post-operative con- 
valescence, and the system as it 
affected both patients and physicians. 


6,000 Ojil-O-Matic Sales 
In Month Top Record 


BLOOMINGTON, Ill.—When sales 
of Williams Oil-O-Matic Heating 
Corp.’s oil burners for September 
passed the 6,000 mark to set a new 
record for the company’s single 
month shipments, one of the firm’s 
statisticians busied himself with pen- 
cil, paper, and record books, and dis- 
covered some interesting facts. 

To begin with, the 6,000-odd Oil-O- 
Matics represented a retail value well 
over the $1,500,000 mark, and their 
manufacture and shipment meant 
work for hundreds of employes in all 
departments of the factory. 


Other facts hinging directly upon 
the building and shipping of the 
units are: more than 6,000 wire- 
bound crates; approximately 1,000,000 
lbs. of freight; 1,100 miles of copper 
wire, enough to reach from Chicago 
to Denver, for the Oil-O-Matic 
motors; about 18,000 hours of work 
to install the units; 260,000 fire 
bricks to build combustion cham- 
bers; 130,000 feet of pipe for oil feed 
lines; 26,000 lbs. of cement; minimum 
of 6,500 fuel oil storage tanks; an- 
nual consumption of 12,000,000 gal- 
lons of fuel oil (enough to fill 1,200 
tank cars making up 25 trains); 
60,000 truck trips to supply oil for 
the season (average of 200 gallons 
per delivery); truck trips totaling 
120,000 miles (average of two miles 
back and forth per delivery); con- 
sumption of 12,000 gallons of gaso- 
line for truck deliveries. 


Admiral Byrd Made Board 


Chairman of Dallas Firm 


DALLAS—Admiral Richard  E. 
Byrd has been appointed chairman 
of the board of Byrd Perfection-Aire 
Corp. 


THE BUYER'S GUIDE 


TYLER cezevczesrors 
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A COMPLETE NEW LINE 
FOR 1938 


Fastest selling line ever offered to the trade. Completely 
covers the field. Pace-setting values in Top Display and 
Double Duty Cases— 6, 8, 10 and 12 foot lengths ...Two 
shelf cases... Delicatessen cases... Reach-In Boxes... 
Walk-In Coolers. All streamlined with striking modern 
beauty and engineered with latest improvements. 

With this new Tyler line of commercial refrigerators 
you can step out ahead of all competition. Write today for 
free literature and attractive dealer proposition. 


TYLER FIXTURE CORP. eS Dept. R, NILES, MICH. 
~@ 


WEW YORK OFFICE, 601 W. 26th St. ane CHICAGO OFFICE, 1663 W. Ogden Ave. 


BE A PART OF YOUR 
SOURCE OF SUPPLY 


We have had an interest in your problem 
for over 40 years, to sell a quality line that 
sells on sight. Earn more Dollars and have 
a warm family service behind you, whereby 
you will be able to have a jobber’s discount 
with direct factory buying power. 


BROMANN BROS. 
785 Fulton St. Chicago, Illinois 


The heavy 
chrome hard- 


ware adds to 
the beauty of 
this case. A 
masterpiece in 


construction. 


EXCELSIOR 


A back bar type display case, refriger- 
ated with overhead fin coil. Very 
roomy and certainly beautiful with its 
stainless steel exterior and white por- 
celain steel interior. 


M. LEITNER & CO. 
2322 Ogden Ave. © Chicago, Ill. 
FREE LAYOUT AND PLANS ARE A PART OF LEITNER SERVICE 
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THIS LINE SELLS ON ae J 


Weber brings the result of 35 years of successful 


manufacturing experience . . . America’s most 


LEITNER EQUIPMENT IS CUSTOM BUILT... 


beautiful line of Refrigerator Cases and Commer- 
cial Cabinets Exclusive territories now open — 
Complete financing plan 

Established 1902 Cable Address “Weberco.” 


WEBER SHOWCASE & FIXTURE CO., INC. 
5700 Avalon Boulevard Los Angeles 
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